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TECHNICAL MANUAL HEADQUARTERS DEPARTMENT OF THE ARMY WASHINGTON, DC, 22 March 1974


Organizational Maintenance Repair Parts



and Special Tools Lists



Current as of 2 June 1973

* This manual supersedes TM 11—5820—469-20P, 29 May 1963, including all changes.



SECTION |



) : INTRODUCTION


1-1. Scope

This manual contains a list of repair parts required for the performance of organizational maintenance for Radio Terminal ' Set AN/TRC-80, AN/TRC-80A, and AN/TRC-80B.



1-2. General

This repair parts list is divided into the following sections:

a. Prescribed Load Allowance (PLA), Section

II. Not applicable.

b. Special Tools, Test and Support Equipment for Organizational Maintenance, Section ITI.

Not applicable.

c. Repair Parts for Organizational Maintenance, Section IV. Repair parts authorized for organizational maintenance are included in this section.

All indexes noted below are crossreferenced to index numbers. The index numbers appear in ascending sequence in column 1 of the repair parts list (para 1-2c). The index number for the particular item will be the same for the item in all sections of this publication.

d. Index-Federal Stock Number' Cross-Reference to Index Number, Section V. A list of Federal stock numbers in ascending numerical sequence cross referenced to index numbers.

e. Index-Reference Number and Manufacturer's Code Cross-Reference to Index Number, Section VI. A list of reference numbers (manufacturer's part number) appearing in ascending alphanumeric sequence and manufacturer's code cross-referenced to index number.

f. Index-Reference Designation Cross-Reference to Index Number, Section VII. A list of reference designations cross-referenced to index numbers.



> 1-3. Explanation of Columns

An explanation of the columns in section IV is given below.


	a. Source, Maintenance, and Recoverability Codes (SMR), Column 1.

	(1) Source code. The selection status and source for the listed item is noted here. Source codes and their explanations are as follows:



Code Explanation


	P—Applies to repair parts which are stocked in or supplied from the GSA/DSA or Army supply system and authorized for use at indicated maintenance categories.

	A—Applies to assemblies which are not procured or stocked as such, but are made up of two or more units. Such component units carry individual stock numbers and descriptions, are procured and stocked separately, and can be assembled to form the required assembly at indicated maintenance categories.



M—Applies to repair parts which are not procured or stocked, but are to be manufactured at indicated maintenance categories.


	X2—Applies to repair parts which are not stocked. The indicated maintenance category requiring such repair parts will attempt to obtain same through cannibalization. Where such repair parts are not obtainable through cannibalization, requirements will be requisitioned, with accompanying justification, through normal _ supply channels.

	G—Applies to major assemblies that are procured with PEMA funds for initial issue only as exchange assemblies at DSU and GSU level. These assemblies will not be stocked above DS and GS level or returned to depot supply level.

	(2) Maintenance code. The lowest category of maintenance authorized to install the listed item is noted here.



Code Explanation

O—Organizational maintenance (8) Recoverability code. The information in this column indicates whether unserviceable items should be returned for recovery or salvage. Recoverability codes and their explanations are as follows:




NOTE

When no code is indicated in the recoverability column, the part is considered expendable.

Code Explanation


	R—Applies to repair parts and assemblies that are economically repairable at DSU and GSU activities and normally are furnished by supply on an exchange basis.

	S—Applies to repair parts and assemblies that are economically repairable at DSU and GSU activities and normally are furnished by supply on an exchange basis. When items are determined by GSU to be uneconomically repairable, they will be evacuated to a depot for evaluation and analysis before final disposition.

	T—Applies to high dollar value recoverable repair parts which are subject to special handling and are issued on an exchange basis. Such repair parts normally are repaired or overhauled at depot maintenance activities.

	b. Index Number, Column 1. The applicable index number appears in this column. The line item index numbers appear in the SMR code column directly under the code letters for each item. The index number for an item is the same for that item in all repair parts lists for this equipment. Index numbers appear in ascending , sequence, but the sequence may not be continuous for all items as a result of items being removed from the system or allocated only to a higher category of maintenance.

	c. Federal Stock Number, Column 2. The Federal stock number for the item is indicated in this column.

	d. Description, Column 3. The Federal item name and any additional description of the item required, a 5-digit manufacturer's code, and a part number are included in this column. For subsequent appearances of the same item, the manufacturer's code and part number are omitted. The words SAME AS, followed by the index number as it first appeared in the list, follow the item name.

	e. Unit of Issue, Column 4. The unit used as a basis of issue (e.g., ea, pr, ft, yd, etc.) is indicated in this column.




	f. Quantity Incorporated in Unit, Column 5. The quantity of repair parts in an assembly is given in this column. Subsequent appearances of the same item in the same assembly are indicated by the letters "REF'"'.

	g. Maintenance Allowances, Column 6.




	(1) The allowance columns are divided into subcolumns. Indicated in each subcolumn, opposite the first appearance of each item, is the total quantity of items authorized for the number of equipments supported. Subsequent appearances of the same item have no entry in the allowance columns but have a reference in the Description column to the first appearance of the item. Items authorized for use as required, but not for initial stockage, are identified with an asterisk (*) in the allowance column.

	(2) The quantitative allowances for organizational level of maintenance represents one initial prescribed load for a 15-day period for the number of equipments supported. Units and organizations authorized additional prescribed loads will multiply the number of prescribed loads authorized by the quantity of repair parts reflected in the appropriate density column to obtain the total quantity of repair parts authorized.

	(8) Organizational units providing mainte- | nance for more than 100 of these equipments shall determine the total quantity of parts required by converting the equipment quantity to a decimal factor by placing a decimal point before the next to last digit of the number to indicate hundredths, and multiplying the decimal factor by the parts quantity authorized in the 51-100 allowance column. Example, authorized allowance for 51-100 equipments is 40; for 150 equipments multiply 40 by 1.50 or 60 parts required.

	h. Illustrations, Column 7.




	(1) Figure number, column 7a. The number of the illustration in which the item is shown and the maintenance level suffix number of the technical manual in which the illustration appears is indicated in this column. For example, if the illustration in which the item is shown is figure 13 of the operator manual (-10), the manual suffix -10 appears on the first line and the illustration number 13 on the second line.

	(2) Item number or reference designation, column 7b. The reference designation used to identify the item in the illustration appears in this column.




1-4. Special Information

a. The following publications pertain to Radio Terminal Set AN/TRC-80, AN/TRC-80A, and AN/TRC-80B and their components:

TM 5-6115-299-20 Organizational Maintenance Manual: Generator Set, Gasoline Engine, 10 kw, ac, 120/208 v, 3 phase, 400 cycle; Skid Mounted (Bogue Electric Model 5380A) FSN 6115-855-9572. TM 11-5805-246-20P Organizational Maintenance Repair Parts and Special Tools Lists: Terminals, Telegraph TH-5/TG FSN 5805-246-8734) and TH-5A/TG (FSN 5805-020-5720). TM 11-5815-206-20P Organizational Maintenance Repair Parts and Special Tool Lists: Teletypewriter Set AN/PGC-1 and Teletypewriter TT-4A/TG, TT-4B/TG, TT-4C/TG, and TT-335/TG. Operator's Manual: Radio Terminal Set AN/TRC-80B. Organizational Maintenance Manual: Radio Terminal Set AN/TRC-80B. TM 11-5820-469-10 TM 11-5820-469-20 b. The Usable on code column contains numeric codes that are used when the applicability of a part is limited to a given portion of the articles covered by the breakdown. The specific usage of usable on codes applicable to this publication is as follows.








	a

ae

Code
	Used on



	a
	Radio Terminal Set AN/TRC-80



	
	Radio Terminal Set AN/TRC-80A



	
	AN/TRC-80,

Terminal

Radio

Set



	
	AN/TRC-80A, and AN/TRC-80B



	+
	Radio Terminal Set AN/TRC-80B





ce. Parts which require manufacture or assembly at a category higher than that authorized for installation will indicate in the source column the higher category (i.e., MD, AD).



1-5. Location of Repair Parts

a. This manual contains three _ crossreference indexes (sec V, VI, and VII) to be used to locate a repair part when either the Federal stock number, reference number (manufacturer's part number), or reference designation is known. The first column in each index is prepared in numerical or alphanumeric sequence in ascending order. The last column of each cross-reference index lists the index number assigned to the part. Where a Federal stock number is not listed, refer to the reference number (manufacturer's part number) index (sec VI).

b. Refer to the appropriate cross-reference index (para 1-2d, e, and f) and note the index number in the last column; then refer to the repair parts list to locate the index number which is listed in ascending order in column 1 of the repair parts list (sec IV).



1-6. Federal Supply Codes

This paragraph lists the Federal supply code and the associated manufacturer's name.








	Code
	Manufacturer



	O26 15S o Serres ae
	Nylok Co.



	
	The Div. of USM Corp.



	
	611 Industrial Ave.

~



	
	Paramus, NJ 07652



	
	OS 50S rete 1.) alae General Electric Co.



	A
	Semi-Conductor Products Dept.



	
	Electronic Park



	ess
	Syracuse, NY 13201



	ek

OG980
	2s Varian Elmac Div.



	
	301 Industrial Way



	See
	San Carlos, CA 94070



	OSCR eS
	Teklon -



	
	16222 Maple St.



	See
	Gardena, CA



	GISO0
	Bogue Electric Mfg. Co.



	SS
	100 Pennsylvania Ave.



	
	Patterson, NJ 07509



	OYA 1) Nee
	Bonney Forge and Foundry, Inc.



	
	716 Meadow St.



	eee
	Allentown, PA 18102



	OSGGA

ae
	Bristol Co.



	
	Bristol Plts Mls



	
	Waterbury, CT 06720

O8805 soe ne te ies General Electric Co.



	
	Large Lamp Dept.



	
	Nela Park

Cleveland, OH 44112



	NN
	Cramer Industries, Inc.



	WEIS) (pre car hat
	625 Adams St.



	
	Kansas City, KS 66105



	seers LO
	chs Electronic Specialty Co.



	ZOO 1p
	Connecticut Div.



	
	Precise Power Section



	
	401 Water Town Rd.







1-7. Reporting of Equipment Publication Improvements

The reporting of errors, omissions, and recommendations for improving this publication by the individual user is encouraged. Reports should be submitted on DA Form 2028 (Recommended Changes to Publications) and forwarded direct to Commander, US Army Electronics Command, ATTN: AMSEL-MA-A, Fort Monmouth, NJ 07708.




SECTION IV REPAIR PARTS FOR ORGANIZATIONAL MAINTENANCE













	FEDERAL
	DESCRIPTION
	
	ty |15-DAY ORGANIZATIONAL
	MAINTENANCE ALW.
	(a)
	ILLUSTRATIONS

(b)



	STOCK

NUMBER
	Reference Number & Mfr Code
	USABLE ON

CODE
	
	1-5 | 6-20] 21—50151-100
	FIG.

NO.
	ITEM NO.

OR REFERENCE

DESIGNATION




	58208923470
	RADIO TERMINAL SET

AN/TRC-80

(THIS ITEM IS NONEXPENDABLE)
	
	
	
	
	



	
	RADIO TERMINAL SET

AN/TRC-80A

(THIS ITEM IS NONEXPENDABLE)
	
	
	
	
	



	
	RADIO TERMINAL SET

AN/TRC-80B -

(THIS ITEM IS NONEXPENDABLE)
	
	
	
	
	



	
	I

ADAPTER GROUP
	
	
	
	
	



	59752346478
	ADAPTER, CABLE

ZZM02416-0053 549367
	
	
	
	
	



	58290208151
	ADAPTER, COAXIAL TO WAVEGUIDE

SMC438842, 80063
	
	
	
	
	



	58200645963
	ADAPTER, COAXIAL TO WAVEGUIDE

SMC438892,80063
	
	
	
	
	



	53050546652
	SCREW, MACHINE

MS51957-28,96906
	
	
	
	
	



	53050546653
	SCREW, MACHINE

MS51957-29, 96906
	
	
	
	
	



	53102951347
	WASHER, FLAT

SMB438839, 80063
	
	
	
	
	



	53109296395
	WASHER, LOCK

MS35338-136, 96906
	
	
	
	
	



	29100661237
	ADAPTER, FUEL ASSEMBLY

125-0001-082,13499
	
	
	
	
	



	29100661237
	ADAPTER, FUEL ASSEMBLY

SAME AS AQO9
	
	
	
	
	



	59859380376

~~
	'| ADAPTER, MODIFIED

1 SMC438918,80063
	
	
	
	
	



	
	ADAPTER, COAXIAL TO WAVEGUIDE

TR78244,20019
	
	
	
	
	



	53050593657
	SCREW, MACHINE

MS51958-61, 96906
	
	
	
	
	







SECTION IV — REPAIR PARTS FOR ORGANIZATIONAL MAINTENANCE (contiueD)
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	;
	
	
	
	
	|
	wuss

|

ILLUSTRATIONS



	FEDERAL

STOCK
	DESCRIPTION
	oe
	qty |15-DAY MAINTENANCE ORGANIZATIONAL

(BULA
	Guano
	ALW.
	F

2
	AE

py

(b)

ITEM NO.



	NUMBER

59202804465
	Reference Number & Mfr Code

FUSE,CARTRIDGE
	
	
	1-5 _| 6-20}
	EAE

21-50/51-100
	
	DESIGNATION




	
	FO2A250V1AS, 81349
	
	9
	30
	70
	
	



	59208779934
	FO2A250V

FUSE, CARTRIDGE

3AS 481349
	
	
	
	
	
	



	59208779934
	FUSE,CARTRIDGE

SAME AS A477
	
	
	
	
	
	



	59202804465
	FUSE, CARTRIOGE

SAME AS A476
	
	
	
	
	
	



	53553425383
	KNOB 24-7705, 82090
	
	
	
	
	
	



	53550676151
	KNOB

SMB437303 580063
	
	
	
	
	
	



	62408924420
	LAMP ,.GLOW

NE2D,08805
	
	
	
	
	
	



	62408924420
	LAMP , GLOW

SAME AS A538
	
	
	
	
	
	



	62408924420
	LAMP ,GLOW

SAME AS A538
	
	
	
	
	
	



	62408924420
	LAMP, GLOW

SAME AS A538
	
	
	
	
	
	



	62109519983
	LENS, INDICATOR

SMC438739-3, 80063
	
	
	
	
	
	



	62109519983
	LENS, INDICATOR

SAME AS A546
	
	
	
	
	
	



	62109519983
	LENS, INDICATOR

SAME AS A546
	
	
	
	
	
	



	62109519983
	LENS, INDICATOR

SAME AS A546
	
	
	
	
	
	



	
	POWER SUPPLY

SMO438886,80063
	
	
	
	
	
	



	53550646155
	KNOB

SMB437432 580063
	
	
	
	
	
	



	58200646156
	WHEEL

SME437439 480063
	
	
	
	
	
	



	53551447119
	KNOB

SMB437509, 80063
	
	
	
	
	
	



	53557683974
	KNOB

SMC437382 580063
	
	
	
	
	
	



	
	KNOB

SAME AS A984
	
	
	
	
	
	



	53550646149
	KNOB

SMB437485, 80063
	
	
	
	
	
	



















	(2)
	(3)
	
	Qty |15-DAY ORGANIZATIONAL
	(6)
	
	(7) ILLUSTRATIONS



	FEDERAL

STOCK

NUMBER
	DESCRIPTION
	
	
	
	MAINTENANCE ALW.
	
	(b) ITEM NO.

OR REFERENCE
	



	
	Reference Number & Mfr Code
	USABLE ON CODE
	
	
	
	
	DESIGNATION
	




	53557687425
	KNOB,LOCKING,MIXERS

SMB437383 480063
	
	
	
	
	
	
	



	
	SETSCREW

ME OCR 448- 3E,07368
	
	
	
	
	
	
	



	59606173541
	ELECTRON TUBE

6442, 81349
	
	
	
	
	
	
	



	59606173541
	ELECTRON TUBE

SAME AS B306
	
	
	
	
	
	
	



	59606173541
	ELECTRON TUBE

SAME AS B306
	
	
	
	
	
	
	



	59606173541

6
	ELECTRON TUBE

SAME AS B306
	
	
	
	
	
	
	



	53557687414
	KNOB

SMC437322,80063
	
	
	
	
	
	
	



	53557687414
	KNOB

SAME AS B346
	
	
	
	
	
	
	



	53557687414
	KNOB

SAME AS B346
	
	
	
	
	
	
	



	53557687414
	KNOB

SAME AS B346
	
	
	
	
	
	
	



	53557687425
	KNOB

SAME AS BQ33
	
	
	
	
	
	
	



	59602621357
	ELECTRON TURE

SAME AS A470
	
	
	
	
	
	
	



	59602621357
	ELECTRON TUBE

SAME AS A470
	
	
	
	
	
	
	



	59602621357
	ELECTRON TURE

SAME AS A470
	
	
	
	
	
	
	



	59601886584
	ELECTRON TUBE

5670181349
	
	
	
	
	
	
	



	53557687414
	KNOB

SAME AS B346
	
	
	
	
	
	
	



	53557687414
	KNOB

SAME AS B346
	
	
	
	
	
	
	



	53557687414
	KNOR

SAME AS B346
	
	
	
	
	
	
	



	53557687414
	KNOR

SAME AS B 346
	
	
	
	
	
	
	



	59301917444
	LOCK, SWITCH

SMC438399480063
	
	
	
	
	
	
	



	
	PLATE ASSEMBLY

SMB4373165 80063
	
	
	
	
	
	
	







SECTION IV REPAIR PARTS FOR ORGANIZATIONAL MAINTENANCE (contiuen)

















	(2)
	(3)
	
	(6)

15-DAY ORGANIZATIONAL

MAINTENANCE ALW.
	(7) ILLUSTRATIONS



	FEDERAL

STOCK NUMBER
	DESCRIPTION
	USABLE ON
	
	
	(b) ITEM NO.
	
	
	
	
	



	
	Reference Number & Mfr Code
	CODE
	
	
	OR REFERENCE

DESIGNATION
	
	
	
	
	




	59609859183
	TUBE, TRAVELING WAVE

HA35N 996067

mW

MODULATOR-MULTIPLIER GROUP

:
	
	
	
	LA4AIMP5
	
	
	
	
	



	58208053893
	MODULATOR »MULTIPLIER
	
	
	
	
	
	
	
	
	



	
	MO-465/TRC-80
	
	
	
	
	
	
	
	
	



	59954611161
	CABLE ASSEMBLY

SAME AS A030
	
	
	
	
	
	
	
	
	



	
	CRYSTAL UNIT, QUARTZ

JK 38BSP, 75378
	
	
	
	
	
	
	
	
	



	59602621357
	ELECTRON TUBE

SAME AS 4470
	
	
	
	
	
	
	
	
	



	59602621357
	ELECTRON TUBE

SAME AS A470
	
	
	
	
	
	
	
	
	



	59602621357
	ELECTRON TUBE

SAME AS A470
	
	
	
	
	
	
	
	
	



	59602621357
	ELECTRON TUBE

SAME AS A470
	
	
	
	
	
	
	
	
	



	59602621357
	ELECTRON TURE

SAME AS A470
	
	
	
	
	
	
	
	
	



	59602621357
	ELECTRON TUBE

SAME AS 4470
	
	
	
	
	
	
	
	
	



	59602621357
	ELECTRON TUBE

SAME AS A470
	
	
	
	
	
	
	
	
	



	59602621357
	ELECTRON TUBE

SAME AS A470
	
	
	
	
	
	
	
	
	



	59602621357
	ELECTRON TUBE

SAME AS A470
	
	
	
	
	
	
	
	
	



	59602621357
	ELECTRON TUBE

SAME AS A4TO
	
	
	
	
	
	
	
	
	



	59602621357
	ELECTRON TUBE

SAME AS A4TO
	
	
	
	
	
	
	
	
	



	59602621357
	ELECTRON TUBE

SAME AS A4T7TO
	
	
	
	
	
	
	
	
	



	59601886584
	ELECTRON TUBE

SAME AS B687
	
	
	
	
	
	
	
	
	



	59601886584
	ELECTRON TUBE

SAME AS B687
	
	
	
	
	
	
	
	
	



	59601886584
	ELECTRON TUBE

SAME AS B687
	
	
	
	
	
	
	
	
	



	59601886584
	ELECTRON TUBE

SAME AS B687
	
	
	
	
	
	
	
	
	


















	(2)

FEDERAL
	(3)

DESCRIPTION
	
	Qty |15-DAY ORGANIZATIONAL
	MAINTENANCE ALW.
	(6)
	
	(7) ILLUSTRATIONS

fb



	STOCK NUMBER
	Reference Number & Mfr Code
	USABLE ON

CODE
	
	
	
	(a)

FIG.

NO.
	ITEM NO. OR REFERENCE

DESIGNATION




	59601886584
	ELECTRON TUBE

SAME AS B687
	
	
	
	
	
	1A4A 2V17



	59601886584
	ELECTRON TURE

SAME AS Bé87
	
	
	
	
	
	



	59202358358
	FUSE, CARTRIDGE

SAME AS A474
	
	
	
	
	
	



	59202358358
	FUSE »CAR TRIDGE

SAME AS A474
	
	
	
	
	
	



	59202804465
	FUSE,CARTRIDGE

SAME AS A4TE
	
	
	
	
	
	



	59202804465
	FUSE, CARTRIDGE

SAME AS A4T6
	
	
	
	
	
	



	59202809320
	FUSE, CARTRIDGE

FO2B250V1-2AS 581349
	
	
	
	
	
	



	59202809320
	FUSE, CARTRIDGE

SAME AS C383
	
	
	
	
	
	



	53558054371
	KNOB» TUNING

563-2448- 002,13499
	
	
	
	
	
	LA4SA2MP25



	62408924420
	LAMP »GLOW

SAME AS A538
	
	
	
	
	
	



	62408924420
	LAMP ,GLOW

SAME AS 4538
	
	
	
	
	
	



	62408924420
	LAMP, GLOW

SAME AS A538
	
	
	
	
	
	



	62109519983
	LENS, INDICATOR

SAME AS 4546
	
	
	
	
	
	A4A2DS1A



	62109519983
	LENS» INDICATOR

SAME AS A546
	
	
	
	
	
	



	62109519983
	LENS» INDICATOR

SAME AS A546
	
	
	
	
	
	



	
	POWER SUPPLY

SAME AS A821
	
	
	
	
	
	



	
	IV

RADIO FREQUENCY AMPLIFIER GROUP
	
	
	
	
	
	



	59358561912
	AMPLIFIER »sRADIO FREQUENCY

AM-3308/TRC-80
	12
	
	
	
	
	



	
	KNOB

564-9873-002,13499
	
	
	
	
	
	



	58208235647
	565-4936- 006, 13499

CONTROL PANFL ASSEMBLY
	
	
	
	
	
	



	59202805031
	FUSE, CARTRINGE

FO2A250V1-44S,81349
	
	
	
	
	
	6} -3C JLASALF103







SECTION IV REPAIR PARTS FOR ORGANIZATIONAL MAINTENANCE (conriueo)














	
	
	
	qty |15-DAY ORGANIZATIONAL
	
	ILLUSTRATIONS



	FEDERAL

STOCK

NUMBER
	DESCRIPTION
	USABLE ON
	
	MAINTENANCE ALW.
	
	FIG.
	(b)

ITEM NO.

_ | OR REFERENCE



	59204746125
	Reference Number & Mfr Code

FUSE,CAR TRIDGE
	CODE
	
	
	
	
	DESIGNATION




	
	FO2A250V2A4S,81349
	
	
	
	
	
	



	59204746125
	FUSE sCARTRIDGE

SAME AS E032
	
	
	
	
	
	



	59202846804
	FUSE, CARTRIDGE

FO2B250V 3-4AS, 81349
	
	
	
	
	
	



	59202846804
	FUSE, CARTRIDGE

SAME AS E034
	
	
	
	
	
	



	53558235661
	KNOB,PAINTED

565- 3434-002, 13499
	
	
	
	
	
	



	53555560151
	KNOB sCONTROL »PLASTIC

MS91528-1D28 ,96906
	
	
	
	
	
	



	
	M8OCR

SETSCREW

440- 3E » 07368
	
	
	
	
	
	



	53558235661
	KNOB,PAINTED

SAMF AS E065
	
	
	
	
	
	



	53555560151
	KNOB,CONTROL yPLASTIC

SAME AS EC66
	
	
	
	
	
	



	
	SETSCREW

SAME AS E067
	
	
	
	
	
	



	53558235661
	KNOB sPAINTED

SAME AS E065
	
	
	
	
	
	



	53555560151
	KNOB ,CONTROL »PLASTIC

SAME AS E066
	
	
	
	
	
	



	
	SETSCREW

SAME AS £067
	
	
	
	
	
	



	62408924420
	LAMP ,

GLOW

SAME AS A538
	
	
	
	
	
	LASA1LODS101



	62408924420
	LAMP, GLOW

SAME AS A538
	
	
	
	
	
	LA5A1DS102



	62408924420
	LAMP ,GLOW

SAME AS A538
	
	
	
	
	
	1A5A10S103



	62408924420
	LAMP,GLOW

SAME AS A538
	
	
	
	
	
	LASALDS104



	62408924420
	LAMP, GLOW

SAME AS 4532
	
	
	
	
	
	LA5A1L0S105



	62408924420
	LAMP ,GLOW

SAME AS A538
	
	
	
	
	
	1A5A10S106



	62109788463
	LENS, INDICATOR

SMC438739-2, 80063
	
	
	
	
	
	



	62109519983
	LENS, INDICATOR

SAME AS A546
	
	
	
	
	
	






REPAIR PARTS FOR ORGANIZATIONAL MAINTENANCE (continuo) SECTION IV

















	(2)
	(3)

DESCRIPTION
	
	
	(5)
	(6)

aty |15-DAY ORGANIZATIONAL

MAINTENANCE ALW.
	ILLUSTRATIONS



	FEDERAL STOCK

NUMBER
	Reference Number & Mfr Code
	USABLE ON

CODE
	
	UNIT
	
	
	F
	(b) ITEM NO.

OR REFERENCE

DESIGNATION
	
	




	62109519983
	LENS» INDICATOR

SAME AS A546
	
	
	REF
	
	
	
	
	
	



	62109519983
	LENS» INDICATOR

SAME AS 4546
	
	EA
	REF
	
	
	
	
	
	



	62109519983
	LENS, INDICATOR.

SAME AS A546
	
	EA
	
	
	
	
	
	
	



	62109519983
	LENS, INDICATOR

SAME AS A546
	
	EA
	REF
	
	
	
	
	
	



	59600824139
	ELECTRON TUBE

MILE1-1OE »81349
	
	EA
	
	
	
	
	
	
	



	59600824139
	ELECTRON TUBE

SAME AS E372
	
	EA
	REF
	
	
	
	
	
	



	59600824139
	ELECTRON TURE

SAME AS E372
	
	EA
	REF
	
	
	
	
	
	



	59600824139
	ELECTRON TUBE

SAME AS E372
	
	EA
	REF
	
	
	
	
	
	



	59600824139
	ELECTRON TURE

SAME AS E372
	
	EA
	REF
	
	
	
	
	
	



	
	ADAPTERsCOAXIAL TO WAVEGUIDE

SAME AS A003
	
	EA
	
	
	
	
	
	
	



	53557535207
	KNOB, SPINNER

K1376,99813
	
	EA
	
	
	
	
	
	
	



	53557535207
	KNOB» SPINNER

SAME AS E981
	
	EA
	REF
	
	
	
	
	
	



	53557535207
	KNOB, SPINNER

SAME AS E981
	
	EA
	REF
	
	
	
	
	
	



	53357535207
	KNOB, SPINNER

SAME AS E981
	
	EA
	REF
	
	
	
	
	
	



	53554461975
	KNOB, SPINNER

K1276,99813
	
	EA
	
	
	
	
	
	
	



	53557218206
	KNOB» BAR

231-115462,49956
	
	EA
	
	
	
	
	
	
	



	
	CABLE ASSEMBLY

SMC4 38446, 80063
	
	EA
	
	
	
	
	
	
	



	59658567694
	CABLE ASSEMBLY

SMB436641 ,80063
	
	EA
	
	
	
	
	
	
	



	59958567695
	36566 »

CABLE ASSEMBLY

80063

SMD4
	
	EA
	
	
	
	
	
	
	



	
	CABLE ASSEMPLY

SMC438402,80063
	
	EA
	
	
	
	
	
	
	



	71108567696
	CHAIR

A8-2359FB y14902
	
	
	
	
	
	
	
	
	








SECTION IV REPAIR PARTS FOR ORGANIZATIONAL MAINTENANCE conrimueo













	
	
	
	aty |15-DAY ORGANIZATIONAL
	
	
	ILLUSTRATIONS



	FEDERAL

STOCK

NUMBER
	DESCRIPTION

;
	USABLE ON
	
	MAINTENANCE ALW.
	C.
	(b)

ITEM NO.

OR REFERENCE



	66052378215
	Reference Number & Mfr Code

COMPASS
	CODE
	
	
	
	DESIGNATION




	
	M2,80063
	
	
	
	
	



	
	v

DEMULTIPLEXER-MULTIPLEXER GROUP
	
	
	
	
	



	59602621357
	EL ECTRON y TUBE

SAME AS A470
	12
	
	
	
	



	59601886584
	ELECTRON TUBE

SAME AS B687
	
	
	
	
	



	59601886584
	ELECTRON TUBE

SAME AS B687
	
	
	
	
	



	59601886584
	ELECTRON TUBE

SAME AS B6é87
	
	
	
	
	



	59601886584
	ELECTRON TURE

SAME AS B687
	
	
	
	
	



	59601886584
	ELECTRON TUBE

SAME AS B687
	
	
	
	
	



	59601886584
	ELECTRON TUBE

SAME AS B687
	
	
	
	
	



	59601886584
	ELECTRON TUBE

SAME AS B687
	
	
	
	
	



	59601886584
	ELECTRON TUBE

SAME AS B687
	
	
	
	
	



	59601886584
	ELECTRON TUBE

SAME AS B687
	
	
	
	
	



	59606241718
	ELECTRON TURE

OB2WA,81349
	
	
	
	
	



	59607854255
	ELECTRON TUBE

12B4,82219
	
	
	
	
	



	59202804465
	FUSE,CARTRIOGE

SAME AS A476
	
	
	
	
	



	59202809320
	FUSE»CARTRIOGE

SAME AS C383
	
	
	
	
	



	62408924420
	LAMP, GLOW

SAME AS 4538
	
	
	
	
	



	62408924420
	LAMP ,GLOW

SAME AS A538

+
	
	
	
	
	



	62408924420
	LAMP ,GLOW

SAME AS A538
	
	
	
	
	



	62109519983
	LENS» INDICATOR

SAME AS A546
	
	
	
	
	



	62109519983
	LENS, INDICATOR

SAME AS A546
	
	
	
	
	




















	
	
	
	
	ty |15-DAY ORGANIZATIONAL
	
	
	
	
	ILLUSTRATIONS



	FEDERAL

STOCK

BER
	DESCRIPTION
	USABLE ON
	
	12 |
	
	MAINTENANCE ALW.

(a) | () | © | @
	
	(a)

FIG.

NO.
	(b)

ITEM NO.

OR REFERENCE



	ra
	Reference Number & Mfr Code

59209942381 | FUSE,CARTRIDGE
	CODE
	
	7)
	«25|
	Sool 212s sho

659)
	114
	
	DESIGNATION

1F21




	
	FO 2B125V3AS,81349
	
	
	
	
	
	
	
	



	59209942381
	FUSF, CARTRIDGE

SAME AS H904
	
	
	
	
	
	
	
	1F22



	59209942381
	FUSE, CARTRIDGE

SAME AS H904
	
	
	
	
	
	
	
	1F23



	59209942381
	FUSE,CARTRIDGE

SAME AS H904
	
	
	
	
	
	
	
	LF 24



	59209942381
	FUSE, CARTRIDGE

SAME AS H904
	
	
	
	
	
	
	
	1F 25



	59209942381
	FUSE,CARTRIDGE

SAME AS H904
	
	
	
	
	
	
	
	LF 26



	59209942381
	FUSE, CARTRIDGE

SAME AS H904
	
	
	
	
	
	
	
	



	59209942381
	FUSE, CARTRIDGE

SAME AS H904
	
	
	
	
	
	
	
	



	59209942381
	FUSE, CARTRIDGE

SAME AS H904
	
	
	
	
	
	
	
	



	59209942381
	FUSE, CARTRIDGE

SAME AS H904
	
	
	
	
	
	
	
	



	59209942381
	FUSE, CARTRIDGE

SAME AS H904
	
	
	
	
	
	
	
	



	59209942381
	FUSE,CARTRINGE

SAME AS H904
	
	
	
	
	
	
	
	



	59209942381
	FUSE»CARTRIDGE

SAME AS H904
	
	
	
	
	
	
	
	



	59209942381
	FUSE,CARTRIDOGE

SAME AS H904
	
	
	
	
	
	
	
	



	59209942381
	FUSE, CARTRIDGE

SAME AS H904
	
	
	
	
	
	
	
	



	59209942381
	FUSE, CARTRIDGE

SAME AS H904
	
	
	
	
	
	
	
	



	59209942381
	FUSE, CARTRIDGE

SAME AS H904
	
	
	
	
	
	
	
	



	59209942381
	FUSE, CARTRIDGE

SAME AS H904
	
	
	
	
	
	
	
	



	59209942381
	FUSE, CARTRIDGE

SAME AS H904
	
	
	
	
	
	
	
	



	59209942381
	FUSE, CARTRIDGE

SAME AS H904
	
	
	
	
	
	
	
	



	59209548459
	FUSE,CARTRIDGE

FO1A250V1-44S,81349
	
	20
	
	21)
	48]
	91
	
	



















	(2)
	
	
	Ty |15-DAY ORGANIZATIONAL
	
	
	
	
	ILLUSTRATIONS



	FEDERAL

STOCK
	DESCRIPTION
	USABLE ON
	
	(b) | (
	MAINTENANCE ALW.
	
	(a)

FIG.
	(b) ITEM NO.

OR REFERENCE



	NUMBER
	Reference Number & Mfr Code
	CODE
	(a)
	
	
	(d)
	NO.
	DESIGNATION




	59209548459
	FUSE,CARTRIOGE

SAME AS H924
	
	
	
	
	
	
	



	59209548459
	FUSE, CARTRIDGE

SAMF AS H924
	
	
	
	
	
	
	



	59209548459
	FUSE, CARTRIDGE

SAME AS H924
	
	
	
	
	
	
	



	59209548459
	FUSE, CARTRIDGE

SAME AS H924
	
	
	
	
	
	
	



	59209548459
	FUSE, CARTRIDGE

SAME AS H924
	
	
	
	
	
	
	



	59209548459
	FUSEsCARTRIDGE

SAME AS H924
	
	
	
	
	
	
	



	59209548459
	FUSE,

CAR TRIOGE

SAME AS H924
	
	
	
	
	
	
	



	59209548459
	FUSE, CARTRIDGE

SAME AS H924
	
	
	
	
	
	
	



	59209548459
	FUSE,CARTRINGE

SAME AS H924
	
	
	
	
	
	
	



	59209548459
	FUSE, CARTRIDGE

SAME AS H924
	
	
	
	
	
	
	



	59209548459
	FUSE,CARTRIOGE

SAMF AS H924
	
	
	
	
	
	
	



	59209548459
	FUSE, CARTRIDGE

SAME AS H924
	
	
	
	
	
	
	



	59209548459
	FUSE,

CAR TRINGE

SAME AS H924
	
	
	
	
	
	
	



	59209548459
	FUSE,CARTRIDGE

SAME AS H924
	
	
	
	
	
	
	



	59209548459
	FUSE, CARTRIDGE

SAME AS H924
	
	
	
	
	
	
	



	59209548459
	FUSE, CARTRIDGE

SAME AS H924
	
	
	
	
	
	
	



	59209548459
	FUSE,CARTRIDGE

SAME AS H924
	
	
	
	
	
	
	



	59209548459
	FUSE »CARTRIOGE

SAME AS HS924
	
	
	
	
	
	
	



	59209548459
	FUSE,CARTRIDGE

SAME AS H924
	
	
	
	
	
	
	



	59202849493
	FUSE, CARTRINGE

FO2A250V1-8AS 481349
	
	
	
	
	
	
	



	59202849493
	FUSE, CARTRIDGE

SAME AS H944
	
	
	
	
	
	
	







SECTION IV REPAIR PARTS FOR ORGANIZATIONAL MAINTENANCE conninueo












	(2)
	(3)
	
	ty |15-DAY ORGANIZATIONAL
	
	ILLUSTRATIONS



	FEDERAL STOCK
	DESCRIPTION
	
	
	MAINTENANCE ALW.
	(b) ITEM NO.

OR REFERENCE



	NUMBER
	Reference Number & Mfr 'Code
	USABLE ON CODE
	
	
	DESIGNATION




	59202849493
	FUSE,CARTRIDGE

SAME AS H94&4
	
	
	
	



	59202849493
	FUSE, CARTRIDGE

SAME AS H944
	
	
	
	



	59202849493
	FUSE, CARTRIDGE

SAME AS H944
	
	
	
	



	59202849493
	FUSE,CARTRIDGE

SAME AS H944
	
	
	
	



	59202849493
	FUSE» CARTRIDGE

SAME AS H944
	
	
	
	



	59202849493
	FUSE,CARTRIDGE

SAME AS H94&4
	
	
	
	



	59202849493
	FUSE, CARTRIDGE

SAME AS H944
	
	
	
	



	59202849493
	FUSE, CARTR INGE

SAME AS H944
	
	
	
	



	59202810224
	FUSE, CARTRIDGE

FO2A250V1-2AS, 81349
	
	
	
	



	59202810224
	FUSE, CARTRIDGE

SAME AS H954
	
	
	
	



	59202810224
	FUSE, CARTRIDGE

SAME AS H954
	
	
	
	



	59202810224
	FUSF,CARTRIDGE

SAME AS H954
	
	
	
	



	59202810224
	FUSE, CARTRIDGE

SAME AS H954
	
	
	
	



	59202810224 |
	FUSE,CARTRIDGE

SAME AS H954
	
	
	
	



	59202810224
	FUSE, CARTRIDGE

SAME AS H954
	
	
	
	



	59202210224
	FUSE,CARTRIDGE

SAME AS H954
	
	
	
	



	59202810224
	FUSE, CARTRIDGE

SAME AS H954
	
	
	
	



	59202810224
	FUSE, CARTRIDGE

SAME AS H954
	
	
	
	



	59202810224
	FUSE, CARTRIDGE

SAME AS H954
	
	
	
	



	59202810224
	FUSE» CARTRIDGE

SAME AS H954
	
	
	
	



	59202810224
	FUSE, CARTRIDGE

SAME AS H954
	
	
	
	







SECTION IV REPAIR PARTS FOR ORGANIZATIONAL MAINTENANCE (continuo)















	(2)
	(3)
	
	aty |15-DAY ORGANIZATIONAL
	
	(6)
	
	
	(7) ILLUSTRATIONS



	FEDERAL STOCK

NUMBER
	DESCRIPTION
	USABLE ON
	(a)
	MAINTENANCE ALW.

|)
	|
	| @
	(a)

FIG.
	(b) ITEM NO.

OR REFERENCE



	59202810224
	Reference Number & Mfr Code

FUSE», CARTRIOGE
	CODE
	
	
	
	2 solstboo
	NO.
	DESIGNATION




	
	SAME AS H954
	
	
	
	
	
	
	



	59202810224
	FUSE»CARTRIDGE

SAME AS H954
	
	
	
	
	
	
	



	59202810224
	FUSE sCARTRIDGE

SAME AS H954
	
	
	
	
	
	
	



	59202810224
	FUSE,CARTRIDGE

SAME AS H954
	
	
	
	
	
	
	



	59202810224
	FUSE,CARTRINGE

SAME AS H954
	
	
	
	
	
	
	



	59202810224
	FUSE, CARTRINGE

SAME AS H954
	
	
	
	
	
	
	



	59202810224
	FUSE, CARTRIDGE

SAME AS H954
	
	
	
	
	
	
	



	59202804465
	FUSE,CARTRIDGE

SAME AS A476
	
	
	
	
	
	
	



	59202804465
	FUSE, CARTRINGE

SAME AS A476
	
	
	
	
	
	
	



	59202804465
	FUSE»CARTRIDGE

SAME AS A4T6
	
	
	
	
	
	
	



	59202804465
	FUSE,CARTRIDGE

SAME AS A476
	
	
	
	
	
	
	



	59202804465
	FUSE»

CAR TRINGE

SAME AS A476
	
	
	
	
	
	
	



	59202804465
	FUSE, CARTRIDGE

SAME AS A476
	
	
	
	
	
	
	



	59202804465
	FUSE, CARTRIDGE

SAME AS A476
	
	
	
	
	
	
	



	59202804465
	FUSE, CARTRIDGE

SAME AS A476
	
	
	
	
	
	
	



	59202804465
	FUSE» CARTRIDGE

SAME AS A476
	
	
	
	
	
	
	



	59202804465
	FUSE, CARTRIDGE

SAME AS A476
	
	
	
	
	
	
	



	59202804465
	FUSE,CARTRIDGE

SAME AS A476
	
	
	
	
	
	
	



	59202804465
	FUSE,CARTRIDGE

SAME AS A476
	
	
	
	
	
	
	



	59202804465
	FUSE» CARTRINGE

SAME AS A476
	
	
	
	
	
	
	



	59202804465
	FUSE »CARTR INGE

SAME AS A476
	
	
	
	
	
	
	







SECTION IV REPAIR PARTS FOR ORGANIZATIONAL MAINTENANCE (continueoy












	(2)
	
	
	QTy |15-DAY ORGANIZATIONAL
	
	ILLUSTRATIONS



	FEDERAL

STOCK

NUMBER
	DESCRIPTION
	USABLE ON
	MAINTENANCE ALW.

(a) | (b) | (c) | @)
	(a)

FIG.

|N 0.
	af

ITEM NO.

OR REFERENCE




	
	Reference Number & Mfr Code
	CODE
	
	
	DESIGNATION



	59208793570
	FUSE, CARTRIDGE

SAME AS H994
	
	
	
	



	59208793570
	FUSE,CARTRIDGE

SAME AS H994
	
	
	
	



	59208793570
	FUSE, CARTRIDGE

SAME AS H994
	
	
	
	



	59208793570
	FUSE »sCARTRIDGE

SAME AS H994
	
	
	
	



	59208793570
	FUSE,CARTRIDGE

SAME AS H994
	
	
	
	



	59204746125
	FUSE, CARTRIDGE

SAME AS E032
	
	
	
	



	59204746125
	FUSE, CARTRIDGE

SAME AS E032
	
	
	
	



	59204746125
	FUSE, CARTRIDGE

SAME AS E032
	
	
	
	



	59204746125
	FUSE, CARTRIDGE

SAME AS E032
	
	
	
	



	59204746125
	FUSE» CARTRIDGE

SAME AS E032
	
	
	
	



	59204746125
	FUSE ,CARTRIDGE

SAME AS £032
	
	
	
	



	59204746125
	FUSE, CARTRIDGE

SAME AS E032
	
	
	
	



	59204746125
	FUSE,CARTRIDGE

SAME AS E032
	
	
	
	



	59204746125
	FUSE, CARTRIDGE

SAME AS E032
	
	
	
	



	59204746125
	FUSE»

CAR TRINGE

SAME AS E032
	
	
	
	



	59208779934
	FUSEsCARTRIDGE

SAME AS A4TT
	
	
	
	



	59208779934
	FUSE, CARTRIDGE

SAME AS A477
	
	
	
	



	59208779934
	FUSE,CARTRIDGE

SAME AS A4TT
	
	
	
	



	59208779934
	FUSE, CARTRIDGE

SAME AS A477
	
	
	
	



	59208779934
	FUSE, CARTRIDGE

SAME AS A477
	
	
	
	



	59208779934
	FUSE»sCARTRIDGE

SAME AS A477
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SECTION IV REPAIR PARTS FOR ORGANIZATIONAL MAINTENANCE contimueo)














	(2)

FEDERAL
	DESCRIPTION
	
	aty |15-DAY ORGANIZATIONAL
	MAINTENANCE ALW.
	
	| (a)

FIG.
	ILLUSTRATIONS

it)



	STOCK NUMBER
	Reference Number & Mfr Code
	USABLE ON

CODE
	Pe al

(a)
	
	(ce) | (d)

oe aieciel
	NO.
	ITEM NO.

OR REFERENCE

DESIGNATION




	59202846804
	FUSE»

CAR TRIOGE

SAME AS E034
	
	
	
	
	
	



	59202846804
	FUSF,CARTRIDGE

SAME AS E034
	
	
	
	
	
	



	59202846804
	FUSE, CARTRIDGE

SAME AS E034
	
	
	
	
	
	



	59208506691
	FUSE,CARTRINGE

FO2B250V1AS_ 81349
	
	
	
	
	
	



	59208506691
	FUSE, CARTRIDGE

SAME AS 1055
	
	
	
	
	
	



	59208506691
	FUSE,CARTRIDGE

SAME AS 1055
	
	
	
	
	
	



	59208506691
	FUSE,CARTRIOGE

SAME AS 1055
	
	
	
	
	
	



	59208506691
	FUSE, CARTRIDGE

SAME AS 1055
	
	
	
	
	
	



	59208506691
	FUSE, CARTRIDGE

SAME AS 1055
	
	
	
	
	
	



	59208506691
	FUSE, CARTRIOGE

SAME AS 1055
	
	
	
	
	
	



	59208506691
	FUSEsCARTRIDGE

SAME AS 1055
	
	
	
	
	
	



	59208506691
	FUSE, CARTRIDGE

SAME AS 1055
	
	
	
	
	
	



	59208506691
	FUSE, CARTRIDGE

SAME AS 1055
	
	
	
	
	
	



	59208506691
	FUSE,CARTRIDGE

SAME AS 1055
	
	
	
	
	
	



	59208506691
	FUSE, CARTRIDGE

SAME AS 1055
	
	
	
	
	
	



	59206506691
	FUSE, CARTRIDGE

SAME AS 1055
	
	
	
	
	
	



	59208506691
	FUSE»CARTRIDGE

SAME AS 1055
	
	
	
	
	
	



	5920€506691
	FUSE, CARTRIDGE

SAMF AS 1055
	
	
	
	
	
	



	59208506691
	FUSE, CARTRIDGE

SAME AS 1055
	
	
	
	
	
	



	59208506691
	FUSE,CARTRIDGE

SAME AS 1055
	
	
	
	
	
	



	59208506691
	FUSEsCARTRINGE

SAME AS 1055
	
	
	
	
	
	







SECTION IV REPAIR PARTS FOR ORGANIZATIONAL MAINTENANCE (conrinueo)












	(2)
	(3)
	
	(6)

15-DAY ORGANIZATIONAL
	
	(7) ILLUSTRATIONS



	FEDERAL

STOCK NUMBER
	DESCRIPTION
	
	MAINTENANCE ALW.
	(a)

FIG.

NO.
	(b) ITEM NO.

OR REFERENCE



	
	Reference Number & Mfr Code
	USABLE ON CODE
	
	
	DESIGNATION




	59208506691
	FUSE, CARTRIDGE

SAME AS 1055
	
	
	
	1F189



	59208506691
	FUSE, CARTRIDGE

SAME AS 1055
	
	
	
	LF 190



	
	GENERATOR SET ENGINE

GFP,07860
	
	
	
	G1



	59658567698
	HEADSET MICROPHONE ASSEMBLY

10372,82872
	
	
	
	



	58208567697
	LACDER

JL1334-1DR » 70338
	
	
	
	LMP9OT



	53556854698
	MS91528-

KNOB,CONTROL, PLASTIC

1018 596906
	
	
	
	LA 35MP2



	
	SETSCREW

SAME AS E067
	
	
	
	



	
	VI

AUDIO/RADIO FREQUENCY GROUP
	
	
	
	



	58208 564916
	MONITOR, AUDIO/RADIO FREQUENCY

MX-4039/TRC-80
	
	
	
	1A36



	59208506691
	FUSF,CARTRIDGE

SAME AS 1055
	
	
	
	HAZ6FL



	53553425383
	KNOB

SAME AS A533
	
	
	
	LAZ6A7MP1



	53553425383
	KNOB

SAME AS A533
	
	
	
	LAS6EATMP2



	62408924420
	LAMP ,GLOW

SAME AS 4538
	
	
	
	NAZ6A7DS1



	62109519983
	LENS, INDICATOR

SAME AS 4546
	
	
	
	LAZ6ATDSIA



	59601886584
	ELECTRON TUBE

SAME AS B687
	
	
	
	MAZ6V1



	59601886584
	ELECTRON TUBE

SAME AS B687
	
	
	
	A36V2



	59601886584
	ELECTRON TUBE

SAME AS B687
	
	
	
	LA36V3



	59601886584
	ELECTRON TUBE

SAME AS B687
	
	
	
	1A36V4



	59601886584
	ELECTRON TUBE

SAME AS B687
	
	
	
	LA 36V5



	59601886584
	ELECTRON TUBE

SAME AS B6é87
	
	
	
	LA36V6



	59606244718
	ELECTRON TUBE

SAME AS H377
	
	
	
	1A 36V8







SECTION IV —- REPAIR PARTS FOR ORGANIZATIONAL MAINTENANCE (continveny















	
	
	
	
	Ty |15-DAY ORGANIZATIONAL
	
	
	
	ILLUSTRATIONS

A



	FEDERAL

STOCK

NUMBER
	DESCRIPTION
	USABLE ON
	
	(a)
	MAINTENANCE ALW.

(b) | (c)
	(d)
	(a)

FIG.

NO.
	ITEM NO.

OR REFERENCE



	
	Reference Number & Mfr Code
	CODE
	
	
	
	51100
	
	DESIGNATION




	59606244718
	ELECTRON TUBE

SAME AS H377
	
	
	
	
	
	
	



	
	59607854255 | ELECTRON TUBE

SAME AS H378
	
	
	
	
	
	
	



	
	KNOB

SMB436706 580063
	
	
	
	
	
	
	



	
	KNOR

SAME AS J337
	
	
	
	
	
	
	LAZ7TA6MPL



	53551487118 | KNOB
	SMB436677 580063
	
	
	
	
	
	
	AZ37TATMPL



	
	SETSCREW

MT1CR40-3E,07368
	
	
	
	
	
	
	



	
	KNOB

SMB436691 , 80063
	
	
	
	
	
	
	A3TA8BMP2



	
	SETSCREW

SAME AS J367
	
	
	
	
	
	
	



	
	KNOB

SAME AS J368
	
	:
	
	
	
	
	A37TA9MP2



	
	KNOB

SAME AS J362
	
	
	
	
	
	
	



	
	vi

COMMUNICATION CONTROL GROUP
	
	
	
	
	
	
	



	
	58208564917 | PANEL »COMMUNICATION CONTROL

SB-1564/ TRC- 80
	
	
	
	
	
	
	



	58208235972
	BOARD ASSEMBLY

SMD437867 980063
	
	
	
	
	
	
	



	
	59209942381 | FUSE,CARTRIDGE

SAME AS H904
	
	
	
	
	
	
	



	
	59202810224 | FUSE,CARTRIDGE

SAME AS H954
	
	
	
	
	
	
	



	59208779934
	FUSE, CARTRINGE

SAME AS AL77
	
	
	
	
	
	
	



	
	53555560151 | KNOByCONTROL PLASTIC

SAME AS E066
	
	
	
	
	
	
	



	
	SETSCREW

M81CR440-3E,02615
	
	
	
	
	
	
	



	
	53555560151 | KNOB ,yCONTROL »PLASTIC

SAME AS E066
	
	
	F
	
	
	
	LA3e8MP98B



	
	SETSCREW

SAME AS M203
	
	
	
	
	
	
	



	
	53555560151 | KNOB,CONTROL,PLASTIC

SAME AS E066
	
	
	
	
	
	
	







SECTION IV REPAIR PARTS FOR ORGANIZATIONAL MAINTENANCE (contiueny














	
	
	
	
	Qty |15-DAY ORGANIZATIONAL
	
	
	ILLUSTRATIONS



	FEDERAL

STOCK NUMBER
	DESCRIPTION
	
	
	
	MAINTENANCE ALW.
	F
	(b) ITEM NO.



	
	Reference Number & Mfr Code
	USABLE ON CODE
	UNIT
	
	
	
	OR REFERENCE

DESIGNATION




	
	SETSCREW

SAME AS M203
	
	
	
	
	
	



	62400802012
	LAMP, INCANDESCENT

MS 25237-327-15,96906
	
	
	
	
	
	



	62400802012
	LAMP , INCANDESCENT

SAME AS M225
	
	
	
	
	
	



	62400802012
	LAMP » INCANDESCENT

SAME AS M225
	
	
	
	
	
	



	62400802012
	LAMP , INCANDE SCENT

SAME AS M225
	
	
	
	
	
	



	62400802012
	LAMP » INCANDE SCENT

SAME AS M225

—
	
	
	
	
	
	



	62400802012
	LAMP, INCANDESCENT

SAME AS M225
	
	
	
	
	
	



	62400802012
	LAMP, INCANDESCENT

SAME AS M225
	
	
	
	
	
	



	62400802012
	LAMP, INCANDESCENT

SAME AS M225
	
	
	
	
	
	



	62400802012
	LAMP , INCANDE SCENT

SAME AS M225
	
	
	
	
	
	



	62400802012
	LAMP, INCANDESCENT

SAME AS M225
	
	
	
	
	
	hA38&DS10



	62400802012
	LAMP, INCANDESCENT

SAME AS M225
	
	
	
	
	
	



	62400802012
	LAMP » INCANDESCENT

SAME AS M225
	
	
	
	
	
	



	62400802012
	LAMP» INCANDF SCENT

SAME AS M225
	
	
	
	
	
	



	62400802012
	LAMP, INCANDESCENT

SAME AS M225
	
	
	
	
	
	



	62400802012
	LAMP, INCANDESCENT

SAME AS M225
	
	
	
	
	
	



	62400802012
	LAMP » INCANDESCENT

SAME AS M225
	
	
	
	
	
	



	62400802012
	LAMP» INCANDESCENT

SAME AS M225
	
	
	
	
	
	



	62400802012
	LAMP » INCANDESCENT

SAME AS M225
	
	
	
	
	
	



	62400802012
	LAMP, INCANDESCENT

SAME AS M225
	
	
	
	
	
	



	62400802012
	LAMP , INCANDESCENT

SAME AS M225
	
	
	
	
	
	

















	(2)
	(3)
	
	Qty |15-DAY ORGANIZATIONAL
	
	
	ILLUSTRATIONS



	FEDERAL

STOCK

NUMBER
	DESCRIPTION
	
	
	MAINTENANCE ALW.
	(a)

FIG. NO.
	fp) ITEM NO.

OR REFERENCE



	
	Reference Number & Mfr Code
	USABLE ON CODE
	1,
	
	
	DESIGNATION




	62400802012
	LAMP, INCANDESCENT

SAME AS M225
	
	
	
	
	LA380S21



	62400802012
	LAMP, INCANDESCENT

SAME AS M225
	
	
	
	
	1A38DS22



	62400802012
	LAMP, INCANDESCENT

SAME AS M225
	
	
	
	
	



	62400802012
	LAMP, INCANDESCENT

SAME AS M225
	
	
	
	
	



	62400802012
	LAMP, INCANDESCENT

SAME AS M225
	
	
	
	
	1A38DS25



	62400802012
	LAMP » INCANDESCENT

SAME AS M225
	
	
	
	
	1A38DS26



	62400802012
	LAMP, INCANCESCENT

SAME AS M225
	
	
	
	
	LA38DS27



	62400802012
	LAMP , INCANDESCENT

SAME AS M225
	
	
	
	
	



	62400802012
	LAMP, INCANDESCENT

SAME AS M225
	
	
	
	
	



	62400202012
	LAMP s INCANDESCENT

SAME AS M225
	
	
	
	
	1A438DS30



	624002802012
	LAMP y INCANDESCENT

SAME AS M225
	
	
	
	
	WAZeDS31L



	62400802012
	LAMP , INCANDESCENT

SAME AS M225
	
	
	
	
	1A 38D0S32



	62400802012
	LAMP, INCANDESCENT

SAME AS M225
	
	
	
	
	1A 38DS33



	62400802012
	LAMP, INCANDESCENT

SAME AS M225
	
	
	
	
	



	62400202012
	LAMP » INCANDE SCENT

SAME AS M225
	
	
	
	
	1LA38NS35



	62400802012
	LAMP y INCANDESCENT

SAME AS M225
	
	
	
	
	



	62400802012
	LAMP, INCANDESCENT

SAME AS M225
	
	
	
	
	1A 38DS37



	62400802012
	LAMP , INCANDESCENT

SAME AS M225
	
	
	
	
	1A 38DS38



	62400802012
	LAMP » INCANDESCENT

SAME AS M225
	
	
	
	
	LA380S39



	62400802012
	LAMP, INCANDESCENT

SAME AS M225
	
	
	
	
	1A380S40



	62400802012
	LAMP » INCANDESCENT

SAME AS M225
	
	
	
	
	LA38DS41







SECTION IV REPAIR PARTS FOR ORGANIZATIONAL MAINTENANCE ,contmueo)














	(2)
	(3)
	
	
	15-DAY ORGANIZATIONAL
	
	
	ILLUSTRATIONS



	FEDERAL STOCK

NUMBER
	DESCRIPTION
	USABLE ON
	
	MAINTENANCE ALW.
	
	(a)

FIG.
	(b)

ITEM NO.

NO. | OR REFERENCE



	
	Reference Number & Mfr Code
	CODE
	1-5_|
	
	6-20] 21-50151-100
	
	DESIGNATION




	62400802012
	LAMP , INCANDESCENT

SAME AS M225
	
	
	
	
	
	



	62400802012
	LAMP » INCANDESCENT

SAME AS M225
	
	
	
	
	
	



	62400802012
	LAMP,» INCANDESCENT

SAME AS M225
	
	
	
	
	
	



	62400802012
	LAMP, INCANDESCENT

SAME AS M225
	
	
	
	
	
	



	62400802012
	LAMP, INCANDESCENT

SAME AS M225
	
	
	
	
	
	



	62400802012
	LAMP, INCANDESCENT

SAME AS M225
	
	
	
	
	
	



	62400802012
	LAMP»

INC ANDF SCENT

SAME AS M225
	
	
	
	
	
	



	62400802012
	LAMP, INCANDESCENT

SAME AS M225
	
	
	
	
	
	



	62400802012
	LAMP, INCANDESCENT

SAME AS M225
	
	
	
	
	
	



	
	POWER DISTRIBUTION GROUP

Vill
	
	
	
	
	
	



	59209942381
	FUSE ,CARTRIOGE

SAME AS H904
	
	
	
	
	
	



	59202849493
	FUSE »CARTRIDGE

SAME AS H944
	
	
	
	
	
	



	53553425383
	KNOB

SAME AS A533
	
	
	
	
	
	



	53553425383
	KNOB

SAME AS A533
	
	
	
	
	
	



	62109788463
	LENS, INDICATOR

SAME AS EC86
	
	
	
	
	
	



	62109788463
	LENS» INDICATOR

SAME AS E086
	
	
	
	
	
	



	62109788463
	LENS, INDICATOR

SAMF AS E086
	
	
	
	
	
	



	62109519983
	LENS, INDICATOR

SAME AS A546
	
	
	
	
	
	



	62109519983
	LENS, INDICATOR

SAME AS A546
	
	
	
	
	
	



	62109519983
	LENS», INDICATOR

SAME AS A546
	
	
	
	
	
	



	62109519983
	LENS, INDICATOR

SAME AS A546
	
	
	
	
	
	

















	(2)
	(3)
	
	Qty |!15-DAY ORGANIZATIONAL
	(6)
	
	ILLUSTRATIONS



	FEDERAL

STOCK
	DESCRIPTION
	
	
	MAINTENANCE ALW.
	(a)

FIG.
	fb) ITEM NO.



	NUMBER
	Reference Number & Mfr Code
	USABLE ON CODE
	
	
	NO
	OR REFERENCE

DESIGNATION




	62408924420
	LAMP, GLOW

SAME AS A538
	
	
	
	
	



	62408924420
	LAMP, GLOW

SAME AS A538
	
	
	
	
	



	62408924420
	LAMP ,GLOW

SAME AS A538
	
	
	
	
	



	62408924420
	LAMP, GLOW

SAME AS 4538
	
	
	
	
	



	62408924420
	LAMP ,

GLOW

SAME AS A538
	
	
	
	
	



	62408924420
	LAMP, GLOW

SAME AS A538
	
	
	
	
	



	62408924420
	LAMP, GLOW

SAME AS A538
	
	
	
	
	



	
	Kx

RADIO RECEIVER GROUP
	
	
	
	
	



	58205864913
	RECEIVER, RADIO

OA-3831/TRC-80
	
	
	
	
	



	58208564924
	AMPLIFIER,sCONVERTER

AM-3302/TRC-80
	
	
	
	
	



	58200208151
	ADAPTER,COAXIAL TO WAVEGUIDE

SAMF AS A003
	
	
	
	
	



	
	METER PANEL ASSEMBLY

SM0437588,80063
	
	
	
	
	



	53555560151
	KNOB »CONTROL »PLASTIC

SAME AS E066
	
	
	
	
	



	53555560151
	KNOR,CONTROL ,PLASTIC

SAME AS E066
	
	
	
	
	



	59356801357
	MS91528-

KNOB,CONTROL,PLASTIC

1F2R 596906
	
	
	
	
	



	66250202399
	MICROAMMETER DIRECT CURRENT

SMC438786, 80063
	
	
	
	
	



	53108575548
	SELFLOCK

ING »HEXAGON

NUT»

68NM40,72962
	
	
	
	
	



	
	SCREW,MACHINE

P343-0024-00, 77250
	
	
	
	
	



	53100138496
	WASHER »LOCK

MS 35335-51+96906
	
	
	
	
	



	53556167669
	MS91528-

KNOB ,yCONTROL »PLASTIC

2028 ,96906
	
	
	
	
	



	
	M8OCR

SETSCREW

832- 3E,07368
	
	
	
	
	


















	(2)

FEDERAL
	(3)

DESCRIPTION
	
	QTY
	15-DAY ORGANIZATIONAL

MAINTENANCE ALW.
	(6)
	
	(7) ILLUSTRATIONS



	STOCK NUMBER
	Reference Number & Mfr Code
	USABLE ON CODE
	UNIT
	
	
	(a)

FIG.

NO.
	(b) ITEM NO.

OR REFERENCE

DESIGNATION




	59606173541
	ELECTRON TUBE

SAME AS B306
	
	
	
	
	
	



	59606173541
	ELECTRON TURE

SAME AS 8 306
	
	
	
	
	
	



	59606173541
	ELECTRON TUBE

SAME AS B306
	
	
	
	
	
	



	59606173541
	ELECTRON TURE

SAME AS B306
	
	
	
	
	
	



	53557687414
	KNOB

SAME AS B346
	
	
	
	
	
	



	
	SETSCREW, SELFLOCKING

MB 1CR 448- 3E,02615
	
	
	
	
	
	



	53108110494
	WASHER »LOCK

1714-05, 78189
	
	
	
	
	
	



	53557687414
	KNOB

SAME AS B346
	
	
	
	
	
	



	
	SETSCREW, SELFLOC KING

SAME AS N673
	
	
	
	
	
	



	53108110494
	WASHER »LOCK

SAME AS N674
	
	
	
	
	
	



	53557687414
	KNOB

SAME AS B346
	
	
	
	
	
	



	
	SETSCREW,» SELFLOCKING

SAME AS N673
	
	
	
	
	
	



	53108110494
	WASHER »LOCK

SAME AS N674
	
	
	
	
	
	



	53557687414
	KNOB

SAME AS B346
	
	
	
	
	
	



	
	SETSCREW, SELFLOCKING

SAME AS N673
	
	
	
	
	
	



	53108110494
	WASHER y»LOCK

SAME AS N674
	
	
	
	
	
	



	53557687425
	KNOB,LOCKINGsMIXERS

SAME AS B033
	
	
	
	
	
	



	53102617717
	SETSCREW

SAME AS B034
	
	
	
	
	
	



	53557683974
	KNOB

SAME AS 8024
	
	
	
	
	
	



	
	SETSCREW, SELFLOCKING

M8 1CR632-3E,02615
	
	
	
	
	
	



	53557687414
	KNOB

SAME AS B346
	
	
	
	
	
	







SECTION IV REPAIR PARTS FOR ORGANIZATIONAL MAINTENANCE (continven)













	(2)
	(3)
	
	Qty |15-DAY ORGANIZATIONAL
	
	(6)
	(7) ILLUSTRATIONS



	FEDERAL STOCK

NUMBER
	DESCRIPTION
	USABLE ON
	
	MAINTENANCE ALW.
	
	b TEN NO.

OR REFERENCE



	
	Reference Number & Mfr Code
	CODE
	
	
	
	DESIGNATION




	53102085778
	NUT,PLAIN»HEXAGON

SMB438862,80063
	
	
	
	
	



	
	SETSCREW, SELFLOCKING

SAMF AS N673
	
	
	
	
	



	53108110494
	WA SHER »LOCK

SAME AS N674
	
	
	
	
	



	53557687414
	KNOB

SAME AS B346
	
	
	
	
	



	53102085778
	»PLAIN

,HE XAGON

NUT

SAME AS 0023
	
	
	
	
	



	
	SETSCREW, SELFLOCKING

SAME AS N673
	
	
	
	
	



	53108110494
	WASHER ,LOCK

SAME AS N674
	
	
	
	
	



	53557687414
	KNOB

SAME AS B346
	
	
	
	
	



	53102085778
	NUT »PLAIN HEXAGON

SAME AS 0C23
	
	
	
	
	



	
	SETSCREW, SELFLOCKING

SAME AS N673
	
	
	
	
	



	53108110494
	WASHER »LOCK

SAME AS N674
	
	
	
	
	



	53557687414
	KNOB

SAME AS 8346
	
	
	
	
	



	59601886584
	ELECTRON TUBE

SAME AS B687
	
	
	
	
	



	53557683974
	KNOB

SAME AS 3024
	
	
	
	
	



	
	M80CR

SETSCREW

632- 3E , 07368
	
	
	
	
	



	53551447119
	KNOB

SAME AS 4984
	
	
	
	
	



	53557687425
	KNOB

SAME AS B033
	
	
	
	
	



	
	SETSCREW

SAME AS B034
	
	
	
	
	



	
	SCREW,SPECIAL

SMB437391 580063
	
	
	
	
	



	59602621357
	ELECTRON TUBE

SAME AS 4470
	
	
	
	
	



	59601060546
	ELECTRON TUSE

6922581349
	
	
	
	
	







SECTION IV —REPAIR PARTS FOR ORGANIZATIONAL MAINTENANCE (contiueo)

















	
	
	
	
	
	QTy |15-DAY ORGANIZATIONAL
	
	
	
	
	ILLUSTRATIONS



	FEDERAL

STOCK

NUMBER
	DESCRIPTION
	USABLE ON
	
	
	)
	1)
	MAINTENANCE ALW.
	|e) 1 @
	(a)

F

1G.
	(b)

ITEM NO.

OR REFERENCE



	
	Reference Number & Mfr Cade
	CODE
	
	UNIT
	
	
	
	21-50 51-100
	NO

"|
	DESIGNATION




	
	59604575560 | ELECTRON, TU3E

7588, 24466

-
	
	
	
	:
	
	q
	
	
	



	
	59604575560 | ELECTRON TUBE

SAME AS 0554
	
	
	
	
	
	
	
	
	



	53557683974 | KNOB
	SAME AS 3024
	
	
	
	
	
	
	
	
	



	
	SETSCREWs SELFLOCKING

SAME AS N812
	
	
	
	
	
	
	
	
	



	53551447119 | KNOR
	SAME AS A984
	
	
	
	
	
	
	
	
	



	53550646149 | KNOB
	;

SAME AS 3027
	
	
	
	
	
	
	
	
	



	
	SETSCREW» SELFLOCKING

SAME AS N673
	
	
	
	2
	
	
	
	
	



	53557687425 | KNOB
	SAME AS 3033
	
	
	
	1
	
	
	
	
	



	
	SETSCREW SAME AS B034

;
	
	
	
	
	
	
	
	
	



	
	x

INTERMEDIATE FREQUENCY AMPLIFIER GROUP
	
	
	
	
	
	
	
	
	



	
	~ 58208564922 | AMPLIFIER» INTERMEDIATE FREQ

ay

AM-3288/TRC-80

f
	1
	
	
	1
	
	
	
	
	



	59601060546
	ELECTRON TUSE

SAME AS 0553
	
	
	
	
	
	
	
	
	



	59601060546
	ELECTRON TUBE

SAME AS 0553
	
	
	REF
	
	
	
	
	
	



	59601060546
	ELECTRON TUSE

SAME AS 0553
	
	
	REF
	
	
	
	
	
	



	59601060546
	ELECTRON TUSE

SAME AS 0553
	
	
	REF
	
	
	
	
	
	



	
	53558054392 | KNOB,SPEC IAL

56 3- 3232-002, 13499
	
	
	
	
	
	qf
	
	
	



	53050125461 | SETSCREW
	328-0018-000,08664
	
	
	
	2]
	
	
	
	
	



	59601060546
	ELECTRON TUBE

SAME AS 9553
	
	
	
	
	
	
	
	
	



	59601060546
	ELECTRON TUSE

SAME AS 3553
	
	
	
	
	
	
	
	
	



	59601060546
	ELECTRON TUSE

SAME AS 0553
	
	
	
	
	
	
	
	
	



	59601060546
	ELECTRON TUBE

SAME AS 9553
	
	
	
	
	
	
	
	
	



	59602621357]
	ELECTRON TUBE

SAME AS 4470
	ras

Eda
	:
	
	2
	
	
	
	
	

















	
	
	
	Qty |15-DAY ORGANIZATIONAL
	
	
	ILLUSTRATIONS



	FEDERAL

STOCK NUMBER
	DESCRIPTION

Reference Number & Mfr Code
	USABLE ON CODE
	
	MAINTENANCE ALW.
	(a)

FIG.
	b)

ITER NO.

NO. | OR REFERENCE

DESIGNATION




	59602621357
	ELECTRON TU3E

SAME AS 4470
	
	
	
	
	



	59601886584
	ELECTRON TUSE

SAME AS 3687
	
	
	
	
	



	59601060546
	ELECTRON TUSE .

SAME AS 39553
	
	
	
	
	



	
	BUTTIN»PLUG

SSSLOTICADPL »83058
	
	
	
	
	



	
	BUTTON»PLUG

SAMF AS 2034
	
	
	
	
	



	
	BUTTIN»PLUG

SAME AS R034
	
	
	
	
	



	
	BUTTON,»PLUG

SAME AS 2034
	
	
	
	
	



	
	BUTTON,PLUG

SAME AS 2034
	
	
	
	
	



	59558054040
	CRYSTAL» UNIT

BL 289-0340-000, 71034
	
	
	
	
	



	59602621357
	ELECTRON TURE

SAME AS 4470
	
	
	
	
	



	59602621357
	ELECTRON TUBE

SAME AS 4470
	
	
	
	
	



	59601886584
	ELECTRON TUBE

SAME AS 3687
	
	
	
	
	



	59602376917
	5725-6AS 6W, 81349

ELECTRON TU3E
	
	
	
	
	



	59601060546
	ELECTRON TUBE

SAME AS 0553
	
	
	
	
	



	59557351435
	CRYSTAL,UNIT

291-8113-900, 13499
	
	
	
	
	



	59608795078
	5726-

ELECTRON TUBE

6AL SW, 81349
	
	
	
	
	



	59602621357
	ELECTRON TUBE

SAME AS 4470
	
	
	
	
	



	59601886584
	ELECTRON TUBE

SAME AS 3687
	
	
	
	
	



	59601886584
	ELECTRON TU3E

SAME AS 8687
	
	
	
	
	



	59606059192
	ELECTRON TUBE

6829, 81349
	
	
	
	
	



	59601060546
	ELECTRON TUBE

SAME AS 0553
	
	
	
	
	







SECTION IV REPAIR PARTS FOR ORGANIZATIONAL MAINTENANCE (conrinuco)














	(2)
	
	
	ty |15-DAY ORGANIZATIONAL
	
	
	
	ILLUSTRATIONS



	FEDERAL STOCK
	DESCRIPTION
	
	
	MAINTENANCE ALW.
	
	(a)

F 1G.
	(b)

ITEM NO.



	NUMBER
	:

Reference Number & Mfr Code

;
	USABLE ON

CODE
	(a)
	(c)
	(d)

6-20} 21—50/51-100
	NO
	_ | OR REFERENCE

DESIGNATION




	61304419132
	POWER SUPPLY

PP-3313/TRC-80
	
	
	
	
	
	



	
	»MOUNTING

» ELECTROLYTIC

565-6741- 005, 13499

BLOCK
	
	
	
	
	
	



	59202358358
	FUSE, CARTRIDGE

SAME AS 4474
	
	
	
	
	
	



	59202358358
	FUSE, CARTRIDGE

SAME AS 4474
	
	
	
	
	
	



	59202358358
	FUSE, CARTRIDGE

SAME AS 8474
	
	
	
	
	
	



	59200602424
	FUSE, CARTRIDGE

SAME AS 1035
	
	
	
	
	
	



	59200602424
	FUSE,CARTRIDGE

SAME AS 1035
	
	
	
	
	
	



	59202809320
	FUSE, CARTRIDGE

SAME AS 72383
	
	
	
	
	
	



	59202846804
	FUSE,CARTRIOGE

SAME AS £034
	
	
	
	
	
	



	59208506691
	FUSE,CARTRIDGE

SAME AS 1055
	
	
	
	
	
	



	59208506691
	FUSE, CARTRIDGE

SAME AS 1055
	
	
	
	
	
	



	59208506691
	FUSE,CARTRIDGE

SAME AS 1055
	
	
	
	
	
	



	62408924420
	LAMP » GLOW

SAME AS 4538
	
	5
	
	
	
	



	62408924420
	LAMP, GLOW SAME AS 4538
	
	
	
	
	
	



	62408924420
	LAMP, GLOW SAME AS 4538

5
	
	
	
	
	
	



	62408924420
	LAMP, GLOW SAME AS 4538
	
	
	
	
	
	



	62408924420
	LAMP, GLOW SAME AS A538
	
	
	
	
	
	



	62109519983
	LENS, INDICATOR

SAME AS 4546
	
	5
	
	
	
	



	62109519983
	LENS» INDICATOR

SAME AS 4546
	
	
	
	
	
	



	62109519983
	LENS, INDICATOR

SAME AS A546
	
	
	
	
	
	



	62109519983
	LENS,» INDICATOR

SAME AS 4546
	
	
	
	
	
	

















	FEDERAL
	
	DESCRIPTION
	
	QTy |15-DAY ORGANIZATIONAL
	MAINTENANCE ALW.
	ILLUSTRATIONS

ib)



	STOCK

NUMBER
	Reference Number & Mfr Code
	
	USABLE ON

CODE
	
	
	NO.

ITEM

OR REFERENCE

DESIGNATION




	62109519983
	| LENS» INDICATOR

SAME AS A546
	
	
	
	
	



	
	58208232983 | POWER SUPPLY

PP-3314/TRC-80
	
	
	
	
	



	
	59202805010 | FUSEsCARTRIDGE

SAME AS H884
	
	
	
	
	



	
	59202961526 | FUSEsCARTRIDSE

AGX8» 71400
	
	
	
	
	



	
	59604575560 | FUSE,CARTRIDGE

SAME AS 1035
	
	
	
	
	



	
	59202809320 | FUSEsCARTRIDOGE

SAME AS C383
	
	
	
	
	



	
	59208506691 | FUSE,CARTRIDGE

SAME AS 1055
	
	
	
	
	



	62408924420 | LAMP,GLOW
	SAME AS A538
	
	
	
	
	



	62408924420 | LAMP,GLOW
	SAME AS A538
	
	
	
	
	



	62408924420 | LAMP,GLOW
	SAME AS 4538
	
	
	
	
	



	62408924420 | LAMP ,GLOW
	SAME AS 4538
	
	
	
	
	



	62109519983
	LENS, INDICATOR

SAME AS 4546
	
	
	
	
	



	62109519983
	LENS, INDICATOR

SAME AS A546
	
	
	
	
	



	62109519983
	| LENS, INDICATOR

SAME AS A546
	
	
	
	
	



	
	62109519983 | LENS» INDICATOR

SAME AS A546
	
	
	
	
	



	
	59602611357 | ELECTRON TUBE

SAME AS A470
	
	
	
	
	1A46A4V1



	59602611357]
	ELECTRON TURE

SAME AS A470
	
	
	
	
	



	
	59601060546 | ELECTRON TUSE

SAME AS 0553
	
	
	
	
	1A46A4V3



	
	5€205864913 | RECEIVER,RADIO

SAME AS M944
	
	
	
	
	



	
	58208564924 | AMPLIFIER sCONVERTER

SAME AS M945
	
	
	
	
	



	
	METER PANEL ASSEMBLY

SAME AS N180
	
	
	
	
	







SECTION IV REPAIR PARTS FOR ORGANIZATIONAL MAINTENANCE (conrinueoy














	(2)

FEDERAL STOCK
	
	(3)

DESCRIPTION
	
	QTy |15-DAY ORGANIZATIONAL
	MAINTENANCE ALW.
	(6)
	(7) ILLUSTRATIONS



	NUMBER
	Reference Number & Mfr Code
	
	USABLE ON CODE
	
	
	
	(b) ITEM NO.

OR REFERENCE

DESIGNATION




	53555560151
	KNOB,CONTROL»PLASTIC

SAME AS E066
	
	
	
	
	
	



	
	SETSCREW

SAME AS E067
	
	
	
	
	
	



	53555560151
	KNOB sCONTROL »PLASTIC

SAME AS E066
	
	
	
	
	
	



	
	SETSCREW

SAME AS E067
	
	
	
	
	
	



	59356801357
	KNOB,CONTROL »PLASTIC

SAME AS N185
	
	
	
	
	
	



	
	SETSCREW

SAME AS E067
	
	
	
	
	
	



	53556167669
	KNOB ,CONTROL »PLASTIC

SAMF AS N440
	
	
	
	
	
	



	59606173541
	ELECTRON TUBE

SAME AS B306
	
	
	
	
	
	



	59606173541
	ELECTRON TUBE

SAME AS B306
	
	
	
	
	
	



	59606173541
	ELECTRON TUBE

SAME AS B306
	
	
	
	
	
	



	59606173541
	ELECTRON TUBE

SAME AS B306
	
	
	
	
	
	



	53557687414
	KNOB

SAME AS 8346
	
	
	
	
	
	



	
	SETSCREW,s SELFLOCKING

SAME AS N673
	
	
	
	
	
	



	53108110494
	WASHER »LOCK

SAME AS N674
	
	
	
	
	
	



	53108110494
	WASHER LOCK

SAME AS N674
	
	
	
	
	
	



	53557687414
	KNOB

SAME AS 8346
	
	
	
	
	
	



	
	SETSCREW,SELFLOCKING

SAME AS N673
	
	
	
	
	
	



	53108110494
	WASHER » LOCK

SAME AS N674
	
	
	
	
	
	



	53557687414
	KNOR

SAME AS B346
	
	
	
	
	
	



	
	SETSCREW,SELFLOCKING

SAME AS N673
	
	
	
	
	
	



	53108110494
	WA SHER »LOCK

SAME AS N674
	
	
	
	
	
	
















	(2)
	(3)
	Qty |15-DAY ORGANIZATIONAL
	
	(6)
	ILLUSTRATIONS



	FEDERAL STOCK
	DESCRIPTION
	
	MAINTENANCE ALW.
	
	fb

ITEM NO. OR REFERENCE



	NUMBER
	Reference Number & Mfr Code
	
	
	
	DESIGNATION




	53557687414
	KNOB

SAME AS 3346

{

\
	
	
	
	



	
	SETSCREW,» SELFLOCKING

SAME AS N673
	
	
	
	



	53557687425
	KNOB

SAME AS B033
	
	
	
	



	53557683974
	KNOB

SAME AS 8024
	
	
	
	



	
	SCALE

SMB437402 80063
	
	
	
	



	59602621357
	ELECTRON TUBE

SAME AS 4470
	
	
	
	



	59602621357
	ELECTRON TU3E

SAME AS 4470
	
	
	
	



	59602621357
	ELECTRON TU3E

SAME AS 4470
	
	
	
	



	59601886584
	ELECTRON TUBE

SAME AS 8687
	
	
	
	



	53557687414
	KNOB

SAME AS B346
	
	
	
	



	53557687414
	KNOB

SAME AS B346
	
	
	
	



	53557687414
	KNOB

SAME AS 3346
	
	
	
	



	53557687414
	KNOB

SAME AS 3346
	
	
	
	



	59301917444
	LOCK, SWITCH

SAME AS 37082
	
	
	
	



	
	PLATE ASSEMBLY

SAME AS B709
	
	
	
	



	
	SOCKET,ELECTRON TUBE

S4C438837 80063
	
	
	
	



	59601886584
	ELECTRON TU3E

SAME AS 3687
	
	
	
	



	53557683974
	KNOB

SAME AS B024
	
	
	
	



	53551447119
	KNOB

SAME AS A984
	
	
	
	



	53557687425
	KNOB

SAME AS B033
	
	
	
	



	59602621357
	ELECTRON TUBE

SAME AS 4470
	
	
	
	







SECTION IV REPAIR PARTS FOR ORGANIZATIONAL MAINTENANCE (conrinueny
















	(2)

FEDERAL
	(3)

DESCRIPTION
	
	
	
	Qty |15-DAY ORGANIZATIONAL
	MAINTENANCE ALW.
	(6)
	
	(7) ILLUSTRATIONS

(b) ITEM NO.



	STOCK NUMBER
	Reference Number & Mfr Code
	USABLE ON

CODE
	
	
	
	
	
	F
	OR REFERENCE

DESIGNATION




	59601060546
	ELECTRON TUBE.

SAME AS 0553
	
	
	
	
	
	
	
	



	59604575560
	ELECTRON TU3E

SAME AS 0554
	
	
	
	
	
	
	
	



	59604575560.
	ELECTRON TUBE

SAME AS 0554
	
	
	
	
	
	
	
	



	53557683974
	KNOB

SAME AS 3024
	
	
	
	
	
	
	)
	



	
	SETSCREWs SELFLOCKING

SAME AS N812
	
	
	
	
	
	
	
	



	53551447119
	KNOB SAME AS 4984
	
	
	
	
	
	
	
	



	53550646149
	KNOB SAME AS BO27
	
	
	
	
	
	
	
	



	
	SETSCREW» SELFLOCKING

SAME AS N673
	
	
	
	
	
	
	
	



	
	BRACKET, 4SSEMBLY

SMC437505 , 80063
	
	:
	
	
	
	
	
	



	53557687425
	KNOB

SAME AS B033
	
	
	
	1
	
	
	
	



	
	SETSCREW SAME

AS 3034
	
	
	
	
	
	
	
	



	58208564922
	AMPLIFIE2, INTERMEDIATE FREQ

SAME AS 0884
	
	
	
	
	
	
	
	



	59601060546
	ELECTRON TUBE

SAME AS 0553
	
	
	
	
	
	
	
	



	59601060546
	ELECTRON TUSE

SAME AS 0553
	
	
	
	
	
	
	
	



	59601060546
	ELECTRON TUBE

SAME AS 0553
	
	
	:
	
	
	
	
	



	OLE
	ELECTRON TUBE

SAME AS 9553
	
	
	
	
	
	
	
	



	53558054392
	KNOB, SPECIAL

SAME AS P284
	
	
	
	1
	
	
	
	



	53050125461
	SETSCREW

SAME AS P285
	
	
	
	2
	
	
	
	



	59601060546
	ELECTRON TUBE

SAME AS 0553
	
	
	
	
	
	
	
	



	59601060546
	ELECTRON TU3E

SAME AS 0553
	
	
	
	
	
	
	
	



	59601060546
	ELECTRON TUBE

SAME AS 0553
	
	
	
	
	
	
	
	
















	(2)
	(3)
	qty |!5-DAY ORGANIZATIONAL
	
	(6)
	(7) ILLUSTRATIONS



	FEDERAL

STOCK NUMBER
	DESCRIPTION

Reference Number & Mfr Code
	
	MAINTENANCE ALW.
	
	eft ITEM NO.

OR REFERENCE

DESIGNATION




	59601060546
	ELECTRON TUBE

SAME AS 0553
	
	
	
	



	59602621357
	ELECTRON TUSE

SAME AS A470
	
	
	
	



	59602621357
	ELECTRON TURE

SAME AS A470
	
	
	
	



	59601886584
	ELECTRON TUBE

SAME AS B687
	
	
	
	



	59601060546
	ELECTRON TURE

SAME AS 0553
	
	
	
	



	59558054040
	CRYSTAL UNIT ,QUARTZ

SAME AS R182
	
	
	
	



	59602621357
	ELECTRON TUBE

SAME AS A470
	
	
	
	



	59602621357
	FLECTRON TUBE

SAME AS A470
	
	
	
	



	59601886584
	ELECTRON TUBE

SAME AS B687
	
	
	
	



	59602376917
	ELECTRON TUBE

SAME AS R186
	
	
	
	



	59601060546
	ELECTRON TURE

SAME AS 0553
	
	
	
	



	59557351435
	CRYSTAL UNIT ,QUARTZ

SAME AS R669
	
	
	
	



	59608795078
	ELECTRON TUBE

SAME AS R670
	
	
	
	



	59602621357
	ELECTRON, TU3E

SAME AS A470
	
	
	
	



	59601386584
	ELECTRON, TUSE

SAME AS B687
	
	
	
	



	59601886584
	ELECTRON TURE

SAME AS 8687
	
	
	
	



	59606059192
	ELECTRON TU3E

SAME AS R674
	
	
	
	



	59601060546
	ELECTRON TUBE

SAME AS 0553
	
	
	
	



	51304419132
	POWER SUPPLY

SAME AS $202
	
	
	
	



	59202358358
	FUSE ,CARTRIDGE

SAME AS A474
	
	
	
	



	59202358358
	FUSE,CARTRIOGE

SAME AS A474
	
	
	
	






REPAIR PARTS FOR ORGANIZATIONAL MAINTENANCE (conriuen) SECTION IV















	FEDERAL

STOCK
	DESCRIPTION
	
	
	Ty |15-DAY ORGANIZATIONAL
	
	MAINTENANCE ALW.
	
	ILLUSTRATIONS

(b)

ITEM NO.



	BER

sion
	Reference Number & Mfr Code
	USABLE ON

CODE
	
	
	(a) | (b) | (
	
	(a)
	OR REFERENCE

DESIGNATION




	59202358358
	FUSE,CARTRIDGE

SAME AS A474
	
	
	
	
	
	
	



	59200602424
	FUSE, CARTRIDGE

SAME AS 1035
	
	a
	
	
	
	
	



	59200602424
	FUSE, CARTRIDGE

SAME AS 1035
	
	
	
	
	
	
	



	59202809320
	FUSE, CARTRIDGE

SAME AS C383
	
	
	1
	
	
	
	



	59202846804
	FUSE, CARTRIDGE

SAME AS E034
	
	1
	
	
	
	
	



	59208506691
	FUSE, CARTRIDGE

SAME AS 1055
	
	
	
	
	
	
	



	59208506691
	FUSE, CARTRIDGE

SAME AS 1055
	
	
	
	
	
	
	



	62408924420
	LAMP ,GLOW

SAME AS A538
	
	
	
	
	
	
	



	62408924420
	LAMP,GLOW

SAME AS A538
	
	
	
	
	
	
	



	62408924420
	LAMP ,GLOW

SAME AS 4538
	
	
	
	
	
	
	



	62408924420
	LAM?,GLOW ~

SAME AS 4538
	
	
	
	
	
	
	



	62408924420
	LAMP ,GLOW

SAME AS 4538
	
	
	
	
	
	
	



	62109519983
	LENS, INDICATOR

SAME AS A546
	
	
	
	
	
	
	



	62109519983
	'

LENS, INDICATOR

SAME AS A546
	
	
	
	
	
	
	



	62109519983
	LENS» INDICATOR

SAME AS 4546
	
	
	
	
	
	
	



	62109519983
	LENS, INDICATOR

SAME AS A546
	
	
	
	
	
	
	



	62109519983
	LENS, INDICATOR

SAME AS A546
	
	
	
	
	
	
	



	
	POWER SUPPLY

SAME AS A821
	
	
	
	
	
	
	



	
	POWE2 SUPPLY

SAME AS A821
	
	
	
	
	
	
	



	
	POWER SUPPLY

SAME AS A821
	
	
	
	
	
	
	LA47TA3A3



	58208232983
	POWER SUPPLY

SAME AS S734
	
	
	
	
	
	
	
















	
	
	
	Qty |15-DAY ORGANIZATIONAL
	
	ILLUSTRATIONS



	FEDERAL

|

oes

NUMBER
	DESCRIPTION

Reference Number & Mfr Code
	USABLE ON

CODE
	MAINTENANCE ALW.
	"|
	Le)

on REFERENCE




	
	59202805010 | FUSE,CARTRIDGE

SAME AS H884
	
	
	
	DESGHATION



	
	59202961526 | FUSE,CARTRIDGE

SAME AS T097
	
	
	
	



	
	59200602424 | FUSE,CARTRIOGE

SAME AS 1035
	
	
	
	



	59202809320]
	FUSE,CAR TRIDGE

SAME AS 2383
	
	
	
	



	
	59208506691 | FUSE,CARTRIDGE

SAME AS 1055
	
	
	
	



	62408924420 | LAM?,GLOW
	SAME AS 4538
	
	
	
	



	62408924420 | LAM? ,GLIW
	SAME AS 4538
	
	
	
	



	62408924420 | LAMP,GLOW
	SAME AS A538
	
	
	
	



	62408924420 | LAMP,GLOW
	SAME AS 4538
	
	
	
	



	62109519983
	LENS» INDICATOR

SAME AS 4546
	
	
	
	



	62109519983
	| LENS» INDICATOR

SAME AS 4546
	
	
	
	



	62109519983
	| LENS» INDICATOR

SAME AS 4546
	
	
	
	



	62109519983
	LENS, INDICATOR

SAME AS 4546
	
	
	
	



	
	59602621357 |] ELECTRON TU3E

SAME AS 4470
	
	
	
	



	
	59602621357 | ELECTRON TUBE

SAME AS A470
	
	
	
	



	59601060546
	ELECTRON TU3E

SAME AS 0553
	
	
	
	



	
	RO Ds GROUND GFP
	
	
	
	



	
	ROD, GROUND

SAME AS 2798
	
	
	
	



	
	ROD, GROUND

SAME AS 2798
	
	
	
	



	
	ROD, GROUND

SAME AS 2798
	
	
	
	



	
	ROD, GROUND

SAME AS 2798
	
	
	
	








SECTION IV REPAIR PARTS FOR ORGANIZATIONAL MAINTENANCE cconrmuen)
















	
	
	
	
	Ty |15-DAY ORGANIZATIONAL
	
	
	
	
	ILLUSTRATIONS



	FEDERAL

STOCK NUMBER
	DESCRIPTION

Reference Number & Mfr Code
	USABLE ON
	
	(a)
	MAINTENANCE ALW.
	(b) | (c)
	(d)

2 sols tog
	F
	ft

ITEM NO. OR REFERENCE






	
	KNOB
	CODE
	
	
	
	
	
	
	DESIGNATION



	
	SMD438147-4, 80063
	
	
	
	
	
	
	
	



	
	PLATFORM ASSEMBLY

SME438012 80063
	
	
	1
	
	
	
	
	



	
	COMPRESSOR

SME438012-2,+ 80063
	
	
	1
	
	
	
	
	;



	
	MOTOR

SMC438308 ,80063
	
	
	1
	
	
	
	
	



	
	PLATFORM ASSEMBLY

$MD438229, 80063
	
	
	1
	
	
	
	
	ALABAZA3A4A1



	58208529933
	WEDJIT ASSEMBLY

SM8438193 80063
	
	
	1
	:
	
	
	
	!



	53400252238
	RELEASE, FASTENER

SAME AS 2852
	
	1
	
	
	
	
	
	ALASA2ZA5MPL



	58200208178
	COVER

SMD438090 580063
	
	
	
	
	
	
	
	A1A8AZA1LA3MPLE



	
	SCREW

MS 35456, 96906
	
	
	
	
	
	
	
	1A8A3A 1A 3H4

A



	
	CABLE ASSEMBLY

S4C437965, 80063
	
	
	
	
	
	
	
	



	59202805010
	FUSE, CARTRIDGE

SAME AS H884
	
	
	
	
	
	
	
	



	59209548459
	FUSE ,CARTRIDGE

SAME AS H944
	
	
	
	
	
	
	
	



	59208506691
	FUSE, CARTRIDGE

SAME AS 1055
	
	
	
	
	
	
	
	



	59202805010
	FUSEs CARTRIDGE

SAME AS H884
	
	
	
	
	
	
	
	



	59209548459
	FUSE sCARTRIODGE

SAME AS H944
	
	
	
	
	|
	
	
	1A76F2



	59208506691
	FUSE, CARTRIDGE

SAME AS 1055
	
	
	
	
	
	
	
	



	59202805010
	FUSE,CARTRIOGE

SAME AS H884
	
	
	
	
	
	
	
	



	59209548459
	FUSE, CARTRIDGE

SAME AS H944
	
	
	
	
	
	
	
	



	59208506691
	FUSF»CARTRIDGE

SAME AS 1055
	
	
	
	
	
	
	
	



	62401558693
	LAMP, INCANDESCENT

1142,03508
	
	
	
	
	
	
	
	



	62401558693
	LAM? , INCANDESCENT

SAME AS BO19
	
	
	
	
	
	
	
	14113082







SECTION IV REPAIR PARTS FOR ORGANIZATIONAL MAINTENANCE iconrmwueos















	(2)

FEDERAL
	(3)

DESCRIPTION
	
	QTY
	
	15-DAY ORGANIZATIONAL

MAINTENANCE ALW.
	
	
	ILLUSTRATIONS



	STOCK NUMBER
	Reference Number & Mfr Code
	USABLE ON

CODE
	UNIT
	
	
	
	(a)

FIG. NO.
	(b) ITEM NO.

OR REFERENCE




	62401558693
	LAMP » INCANDESCENT
	
	
	
	
	
	
	DESIGNATION

1A1130S3



	
	SAMF AS BQ19

F
	
	
	
	
	
	
	



	62401558693
	LAMP, INCANDESCENT

SAME AS BQ19
	
	
	
	
	
	
	1A113DS4



	62401558693
	LAMP, INCANDESCENT

SAME AS BQ19
	
	
	
	
	
	
	1A1140S1



	62401558693
	LAMP, INCANDESCENT

SAME AS BOQ19
	
	
	
	
	
	
	1A1140S82



	62401558693
	LAMP, INCANDESCENT

SAME AS BQ19
	
	
	
	
	
	
	1A114DS3



	62402 704732
	LAMP, INCANDESCENT

308N%,03508
	
	
	
	
	
	
	1A1140S4



	62401558693
	LAMP, INCANDESCENT

SAME AS BQ19
	
	
	
	
	
	
	LA1L150S1



	62401558693
	LAMP , INCANDESCENT

SAME AS BQ1L9
	
	
	
	
	
	
	1A1150S2



	62401558693
	LAMP , INCANDESCENT

SAME AS BO19
	
	
	
	
	
	
	1A1150S3



	62401558693
	LAMP», INCANDESCENT

SAMF AS BQ19
	
	
	
	
	
	
	1A1150S4



	62401558693
	LAMP», INCANDESCENT

SAME AS 3919
	
	
	
	
	
	
	1A116DS1



	62401558693
	LAMP » INCANDESCENT

SAME AS 8019
	
	
	
	
	
	
	1A116DS2



	62401558693
	LAMP, INCANDESCENT

SAME AS BQ19
	
	
	
	
	
	
	LA1LL6DS3



	62401558693
	LAMP, INCANDESCENT

SAME AS BQ19
	
	
	
	
	
	
	1A116D0S4



	62401558693
	LAMP, INCANDESCENT

SAME AS BQ19
	
	
	
	
	
	
	1A1170S1



	62401558693
	LAMP, INCANDF SCENT

SAME AS BQL9
	
	
	
	
	
	
	1A117DS2



	62401558693
	LAMP, INCANDESCENT

SAME AS BQ19
	
	
	
	
	
	
	1A117DS3



	62401558693
	LAMP, INCANDESCENT

SAME AS BQL9
	
	
	
	
	
	
	1A1170S4



	59208506691
	FUSE, CARTRIDGE

SAME AS 1055
	
	
	
	
	
	
	



	62401557836
	LAMP, INCANDESCENT

MS 25237-3277, 96906
	
	
	;
	
	4
	27-10

4
	



	62500618704
	LIGHT, INDICATOR

16 2-8430-09-502,72619
	
	
	
	
	
	| -10

4
	

















	(2)
	(3)
	
	qty |15-DAY ORGANIZATIONAL
	
	(6)
	(7) ILLUSTRATIONS



	FEDERAL

STOCK NUMBER
	DESCRIPTION

Reference Number & Mfr Code
	USABLE ON CODE
	
	MAINTENANCE ALW.
	
	(b) ITEM NO.

OR REFERENCE




	59601886584
	ELECTRON TUBE

SAME AS 3687
	
	
	
	
	DESIGNATION

1A135A4V102



	59601886584
	ELECTRON TU3E

SAME AS 8687
	
	
	
	
	1A135A4V103



	53558054377
	KNOByFLUTED

544-0762- 004,13499
	
	
	
	
	LA1L35A4MP17



	
	SETSCREW,SELFLOCKING

SAME AS CJ47
	
	
	
	
	LA1L35A4H2



	53557687425
	KNOB,LOCKING »MIXERS

SAME AS B033
	
	
	
	
	



	
	SETSCREW»s SELFLOCKING

SAME AS CJ47
	
	
	
	
	LAL35A4H2



	
	CABLE ASSEM3LY

565- 7526-002,13499
	
	
	
	
	



	59601886584
	ELECTRON TUBE

SAME AS 8687
	
	
	
	
	1A135A5V201



	59601886584
	ELECTRON TUBE

SAME AS 3687
	
	
	
	
	1A135A5V202



	59601060546
	ELECTRON TUSE

SAME AS 0553
	
	
	
	
	14135A5V203



	53557687425
	KNOB,LOCK

ING, MIXERS

SAME AS B033
	
	
	
	
	LAL35A5MP21



	
	SETSCREW,SELFLOCKING

SAME AS N673
	
	
	
	
	



	53558054377
	KNOBs FLUTED

SAME AS CO1O
	
	
	
	
	



	
	_ SETSCREW,SELFLOCKING

SAME AS CJ47
	
	
	
	
	



	53559113046
	IN SER Ty KNURLED

544-0761-004, 13499
	
	
	
	
	



	59602621357
	ELECTRON TUBE

SAME AS A470
	
	
	
	
	1A135A6V301



	53558054377
	KNOB, FLUTED

SAME AS CQ10
	
	
	
	
	LA1L35A6A4



	
	SETSCREWs SELFLOCKING

SAME AS CJ47
	
	
	
	
	1A135A6H2



	53559113046
	INSERT

SAME AS CU55
	
	
	
	
	



	59602621357
	ELECTRON TUSE

SAME AS A470
	
	
	
	
	1A135A7V401



	59602621357
	ELECTRON TUBE

SAME AS A470
	
	
	
	
	1A135A7V402




















	(2)
	DESCRIPTION
	
	
	
	QTy |15-DAY ORGANIZATIONAL
	MAINTENANCE ALW.
	
	
	ILLUSTRATIONS

ft)



	FEDERAL STOCK

NUMBER
	Reference Number & Mfr Code
	USABLE ON

CODE
	
	
	(a)
	Pee eet

b)
	og

(d)
	(a)

FIG.

NO.
	ITEM NO.

OR REFERENCE

DESIGNATION




	53558054377
	KNOB, FLUTED

SAME AS CQ10
	
	E
	
	l
	
	
	
	;



	
	SETSCREW, SELFLOCKING

SAME AS CJ47
	
	
	
	I
	
	
	
	



	53559113046
	INSERT,KNURLED

SAME AS CU55
	
	
	
	
	
	
	
	



	59208793570
	FUSE ,CARTRIDGE

SAME AS H994
	
	
	
	l
	
	
	
	}



	62408924420
	LAMP ,GLOW

SAME AS A538

f
	
	
	
	
	
	
	
	



	62109519983
	LENS, INDICATOR

SAME AS A546
	
	
	
	1
	
	
	
	



	59208793570
	FUSE, CARTRIDGE

SAME AS H994
	
	
	
	1
	
	
	
	



	62408924420
	LAMP ,GLOW

SAME AS A538
	
	
	
	]
	
	
	
	



	62109519983
	LENS, INDICATOR

SAME AS 4546
	
	
	
	1
	
	
	
	



	59601836584
	ELECTRON TU3ZE

SAME AS B687
	
	
	2
	
	
	
	
	1A 135A8V750



	59601886584
	ELECTRON TUBE

SAME AS B687
	
	
	
	
	
	
	
	1A135A8V751



	53558054377
	KNOB, FLUTED

SAME AS CQ1LO
	
	
	
	
	
	
	
	



	
	SETSCREWs SELFLOCKING

SAME AS CJ47
	
	
	
	
	
	
	
	



	53559113046
	INSFRT»KNURLED

SAME AS CU55
	
	
	
	
	
	
	
	



	58208564914
	SYNTHESIZER »ELECTRICAL

SAME AS CF97
	
	
	
	
	
	
	
	



	59202358358
	FUSE,CARTRIOGE

SAME AS A474
	
	
	
	2|
	
	
	
	



	59202358358
	FUSE, CARTRIDGE

SAME AS A474
	
	
	
	
	
	
	
	1A135A1F 603



	59202804465
	FUSE, CARTRIDGE

SAME AS A476
	
	
	
	
	
	
	
	



	59202804465
	FUSE,CARTRIDGE

SAME AS 4476
	
	
	
	
	
	
	
	1A135A1F601



	59208793570
	FUSE, CARTRIDGE

SAME 4S H994
	
	
	
	
	
	
	
	1A 135A1F 604



	59202809320
	FUSE, CARTRIDGE

SAME AS C383
	
	
	
	
	
	
	i
	1A135A1F 602















	(2)

FEDERAL STOCK
	(3)

DESCRIPTION
	
	(6)

QTy |15-DAY ORGANIZATIONAL

MAINTENANCE ALW.
	(7) ILLUSTRATIONS



	NUMBER
	Reference Number & Mfr Code
	USABLE ON CODE
	
	(b) ITEM NO.

OR REFERENCE

DESIGNATION




	59202809320
	FUSE »CARTRIDGE

SAME AS C383
	
	
	1A135A1F 602



	53557784967
	KNOB

SAME AS CJ46
	
	
	



	
	SETSCREW

SAME AS CJ47
	
	
	1A136A1H2



	62408924420
	LAMP ,GLOW

SAME AS A538
	
	
	



	62408924420
	LAMP »GLOW

SAME AS A538
	
	
	



	62408924420
	LAMP ,»GLIW

SAME AS A538
	
	
	



	62109519983
	LENS, INDICATOR

SAME AS A546
	
	
	



	62109519983
	LENS, INDICATOR

SAME AS 4546
	
	
	



	62109519983
	LENS, INDICATOR

SAME AS 4546
	
	
	



	59601886584
	ELECTRON TUBE

SAME AS B687
	
	
	



	59601886584
	ELECTRON TURE

SAME AS B687
	
	
	



	59601886584
	ELECTRON TUBE

SAME AS B687
	
	
	



	53558054377
	KNOB,FLUTED

SAME AS CQ10
	
	
	1A136A4MP17



	
	SETSCREW, SELFLOCKING

SAME AS CJ4T7
	
	
	



	53557687425
	KNOBsLOCKINGsMIXERS

SAME AS 3033
	
	
	



	
	CABLE ASSEMBLY

SAME AS CS83
	
	
	



	59601886584
	ELECTRON TUSE

SAME AS B687
	
	
	



	59601886584
	ELECTRON TUBE

SAME AS 8687
	
	
	



	59601060546
	ELECTRON TU3E

SAME AS 0553
	
	
	



	53557687425
	KNOB ,LOCKING »MIXERS

SAME AS CO12
	
	
	1A136A5MP21



	
	SETSCREW,SELFLOCKING

SAME AS 4536
	
	
	







SECTION IV . REPAIR PARTS FOR ORGANIZATIONAL MAINTENANCE (continueo)















	(2)
	(3)
	
	Qty |15-DAY ORGANIZATIONAL
	
	
	
	
	ILLUSTRATIONS



	FEDERAL

STOCK NUMBER
	DESCRIPTION
	
	
	MAINTENANCE ALW.
	
	
	F
	(b) ITEM NO.



	
	Reference Number & Mfr Code .
	USABLE ON CODE
	@]

1-5
	oO
	|@.]
	@

A s0 51100
	
	OR REFERENCE

DESIGNATION




	59202358358
	FUSF,CARTRIDGE

SAME AS A474
	
	
	
	
	
	
	



	59202358358
	FUSE, CARTRIDGE

SAME AS A474
	
	
	
	
	
	
	1A137A1F 603A



	59202804465
	FUSE, CARTRIDGE

SAME AS A476
	
	
	
	
	
	
	



	59202804465
	FUSE, CARTRIDGE

SAME AS A476
	
	
	
	
	
	
	1A1L37A1F 601A



	59208793570
	FUSE, CARTRIDGE

SAME AS H994
	
	
	
	
	
	
	



	59202809320
	FUSE,CARTRIDGE

SAME AS C383
	
	
	
	
	
	
	



	59202809320
	FUSE ,CAR TRIOGE

SAME AS C383
	
	
	
	
	
	
	LA1L37A1F602A



	53557784967
	KNOR

SAME AS CJ46
	
	
	
	
	
	
	



	
	SETSCREW, SELFLOCKING

SAME AS CJ47
	
	vA
	
	
	
	
	



	62408924420
	LAMP ,GLOW

SAME AS A538
	
	
	
	
	
	
	



	62408924420
	LAMP 5GLOW

SAME AS A538
	
	
	
	
	
	
	



	62408924420
	LAMP ,GLOW

SAME AS A538
	
	
	
	
	
	
	



	62109519983
	LENS, INDICATOR

SAME AS A546
	
	
	
	
	
	
	



	62109519983
	LENS, INDICATOR

SAME AS 4546
	
	
	
	
	
	
	



	62109519983
	LENS, INDICATOR

SAME AS A546
	
	
	
	
	
	
	



	59601886584
	ELECTRON TUBE

SAME AS B687
	
	
	
	
	
	
	



	59601886584
	ELECTRON TUS8E

SAME AS B687
	
	
	
	
	
	
	



	59601886584
	ELECTRON TUBE

SAME AS B687
	
	
	
	
	
	
	



	53558054377
	KNOB, FLUTED

SAME AS CQ10
	
	
	
	
	
	
	LAL37A4MP17



	
	SETSCREWs SELFLOCKING

SAME AS CJ47
	
	
	
	
	
	
	1A137A4H2



	53557687425
	KNOB y»LOCK ING» MIXERS

SAME AS 8033
	
	
	
	
	
	
	1A137A4MP18



















	(2)

FEDERAL
	(3)

DESCRIPTION
	
	
	
	Qty |15-DAY ORGANIZATIONAL
	(6)

MAINTENANCE ALW.
	(a)
	ILLUSTRATIONS

at



	STOCK

NUMBER
	Reference Number & Mfr Code
	USABLE ON

CODE
	
	
	
	(b) | (c)

Bs
	FIG.

(d) | NO.
	ITEM NO. OR REFERENCE

DESIGNATION




	
	SETSCREW » SELFLOCKING

SAME AS CJ47
	
	
	
	2
	
	
	



	
	CABLE ASSEMBLY

SAME AS CS83
	
	
	
	1
	
	
	1A137A5WL



	59601886584
	ELECTRON TU3E

;

SAME AS B687
	
	
	
	2
	
	
	



	59601886584
	ELECTRON TUSE

SAME AS B687
	
	
	
	
	
	
	



	59601060546
	ELECTRON TUBE

SAME AS 0553
	
	
	
	l
	
	
	



	53557687425
	KNOB

SAME AS BO33
	
	
	
	1
	
	
	



	53558054377
	KNOBe FLUTED

SAME AS CQ10
	
	
	
	1
	
	
	



	
	SETSCREW» SELFLOCKING

SAME AS CJ47
	
	
	
	
	
	
	



	53559113046
	INSERT, KNURLED

SAME AS CU55
	
	:
	
	
	
	
	



	59602621357
	ELECTRON TUSE

SAME AS 4470
	
	
	
	
	
	
	



	53558054377
	KNOB» FLUTED

SAME AS COLO
	
	
	
	
	
	
	



	
	SETSCREWs SELFLOCKING

SAME AS CJ47
	
	
	
	
	
	
	



	53559113046
	INSFRT»KNURLED

SAME AS CU55
	
	
	
	
	
	
	



	59602621357
	ELECT20N TU3E

SAMF AS A470
	
	
	2
	
	
	
	



	59602621357
	ELECTRON TUBE

SAME AS A470
	
	
	
	
	
	
	



	53558054377
	KNOB, FLUTED

SAME AS C010
	
	
	
	
	
	
	



	
	SETSCREWs SELFLOCKING

SAME AS CJ47
	
	:
	
	
	
	
	



	53559113046
	INSFRT,KNURLED

SAME AS CU55
	
	
	
	
	
	
	



	59208793570
	FUSE, CARTRIDGE

SAME AS H994
	
	
	
	
	
	
	



	62408924420
	LAMP, GLOW SAME AS A538
	
	
	
	
	
	
	



	62109519983
	LENS, INDICATOR

SAMF AS 4546
	
	
	
	
	
	
	







SECTION IV REPAIR PARTS FOR ORGANIZATIONAL MAINTENANCE (conrinuen)















	"Stock
	liegt

ie
	nee
	
	QTy |15-DAY ORGANIZATIONAL
	MAINTENANCE ALW.
	
	| (a)
	ILLUSTRATIONS

1b)



	STOCK

NUMBER
	Reference Number & Mfr Code
	CODE
	UNIT
	
	
	+" tel a) Tso NO.
	FIG.
	ITEM NO.

OR REFERENCE




	59203793570
	FUSE, CARTRIDGE

SAME AS H994
	
	
	
	
	
	
	



	62408924420
	LAMP, INDICATOR

SAME AS 4538
	
	
	
	
	
	
	



	62109519983
	LENS, INDICATOR

SAME AS A546
	
	
	
	
	
	
	



	596018865384
	ELECTRON TUBE

SAME AS B687
	
	
	21
	
	
	
	



	59601286584
	ELECTRON TUBE

SAME AS B687
	
	
	
	
	
	
	



	53558054377
	KNOB, FLUTED

SAMF AS CQ10
	
	
	
	
	
	
	



	
	SETSCREW, SELFLOCKING

SAME AS CJ47
	
	
	
	
	
	
	



	53559113046
	INSERTsKNURLED

SAME AS CU55
	
	
	
	
	
	
	



	59202960529
	FUSE, CARTRIDGE

ABC1, 71400
	
	
	
	
	
	
	1A138A6F 1



	62408924420
	LAMP ,GLOW

SAME AS A538
	
	
	
	
	
	
	1A138A6DS1



	62109519983
	LENS, INDICATOR

SAME AS A546
	
	
	
	
	
	
	1A138A6DS2



	59202960529
	FUSE,CARTRIOGE

SAME AS FX22
	
	
	
	
	
	
	LA1L3@AT7F1L



	62408924420
	LAMP,GLOW

SAME AS A532
	
	
	
	
	
	
	1A138A7DS1



	62109519983
	LENS, INDICATOR

SAME AS A546
	
	
	
	
	
	
	1A138A7DS2



	53557675030
	KNOB

75 7-0232-001,13499
	
	
	
	
	
	
	



	53551447116
	KNOB

776-2457-001513499
	
	
	
	
	
	
	



	53552222103
	KNOB ,LOCK

776-2455-001,13499
	
	
	
	
	
	
	



	59209942381
	FUSE, CARTRIDGE

SAME AS H904
	
	
	
	
	
	
	IA142A1F1



	53553425383
	KNOB

SAME AS A533
	
	
	a
	
	
	
	1A142A1MP9



	53553425383
	KNOB

SAME AS A533
	
	
	
	
	
	
	LA1L42A1MP10



	58153152858
	TERMINAL »

TELEGRAPH

THS5TG, 80058
	
	
	
	
	
	
	1A142A3A1GFP







SECTION IV REPAIR PARTS FOR ORGANIZATIONAL MAINTENANCE (continuen)












	(2)

FEDERAL
	(3)

DESCRIPTION
	
	ty |15-DAY ORGANIZATIONAL
	MAINTENANCE ALW.
	ILLUSTRATIONS

at



	STOCK

NUMBER
	Reference Number & Mfr Code
	USABLE ON CODE
	
	
	ITEM NO. OR REFERENCE

DESIGNATION




	58200646216
	WAVEGUIDE ASSEMBLY

SMC438890, 80063
	
	
	
	



	58200646213
	WAVEGUIDE ASSEMBLY

SMC438891,80063
	
	
	
	



	58200646213
	WAVEGUIDE ASSEMBLY

SAME AS HI64
	
	
	
	



	58200646215
	WAVEGUIDE ASSEMBLY

SMC438847,80063
	
	
	
	



	58200646214
	WAVEGUIDE ASSEMBLY

SMC438848 » 80063
	
	
	
	



	
	XII °

AMPLIFIER-CONVERTER GROUP
	
	
	
	



	58209350112
	AMPLIFIER CONVERTER

AM-4917/TRC-80B
	
	
	
	



	
	CABLE ASSEMBLY

566-5102- 102,13499
	
	
	
	



	
	CABLE ASSEMBLY

566-5106-102,13499
	
	
	
	



	59605537091
	ELECTRON TUBE

SAME AS A088
	
	
	
	



	59605537091
	ELECTRON TUBE

SAME AS AQ88
	
	
	
	



	59605537091
	ELECTRON TUBE

SAME AS A088
	
	
	
	



	59605537091
	ELECTRON TUBE

SAME AS AC8E&
	
	
	
	



	59605537091
	ELECTRON TUBE

SAME AS A088
	
	
	
	



	59605537091
	ELECTRON TUBE

SAME AS A088
	
	
	
	



	59955553875
	CABLE ASSEMALY

566-5104- 102513499
	
	
	
	



	59954986588
	CABLE ASSEMBLY

566-5107- 102513499
	
	
	
	



	59952355147
	CABLE ASSEMRLY

566-5108- 102513499
	
	
	
	



	59602621357
	ELECTRON TURE

SAME AS A470
	
	
	
	



	59605781652
	ELECTRON TUBE

SAME AS A471
	
	
	
	



	59202804465
	FUSE, CARTRINGE

SAME AS A476
	
	
	
	







SECTION IV REPAIR PARTS FOR ORGANIZATIONAL MAINTENANCE (contiwueo)











	
	
	
	qty |15-DAY ORGANIZATIONAL
	ILLUSTRATIONS



	FEDERAL

STOCK NUMBER
	DESCRIPTION
	
	MAINTENANCE ALW.
	(b)

OR REFERENCE



	
	Reference Number & Mfr Code .
	USABLE ON CODE
	
	DESIGNATION




	59202804465
	FUSEsCARTRIDGE

SAME AS A476
	
	
	



	59208779934
	FUSE, CARTRIOGE

SAME AS A477
	
	
	



	59208779934
	FUSE,CARTRIDGE

SAME AS A477
	
	
	



	53553425383
	KNOB

SAME AS A533
	
	
	



	62402924420
	LAMP.»GLOW

SAME AS A538
	
	
	



	62408924420
	LAMP ,GLOW

SAME AS A538
	
	
	



	62408924420
	LAMP ,GLOW

SAME AS A538
	
	
	



	62109519983
	LENS, INDICATOR

SAME AS A546
	
	
	



	62109519983
	LENS, INDICATOR

SAME AS A546
	
	
	



	62109519983
	LENS, INDICATOR

SAME AS A546
	
	
	



	
	WRENCH

758-1018-001,13499
	
	
	



	53550646155
	KNOB

565-9160- 102,13499
	
	
	



	
	SETSCREW

SAME AS BC34
	
	
	



	53550646156
	WHEEL

565-9166-103,13499
	
	
	



	53557683974
	KNOB

565-7569- 103513499
	
	
	



	
	SETSCREW, SELFLOCKING

SAME AS N812
	
	
	



	53551447119
	KNOB

565-9116-102,13499
	
	
	



	53550646149
	KNOB

565-9323-102,13499
	
	
	



	
	SETSCREW, SELFLOCKING

SAME AS N673
	
	
	



	53557687425
	KNOB

SAME AS B033
	
	
	



	
	SETSCREW

SAME AS B034
	
	
	















	(2)

FEDERAL
	DESCRIPTION
	
	aty |15-DAY ORGANIZATIONAL

MAINTENANCE ALW.
	ILLUSTRATIONS

(b) ITEM NO.



	STOCK NUMBER
	Reference Number & Mfr Code
	USABLE ON

CODE
	
	OR REFERENCE

DESIGNATION




	59601794726
	ELECTRON TUBE

—M1167C,06980
	
	
	



	58200540889
	AMPLIFIER sCONVERTER

AM-6099/TRC-80A
	
	
	



	
	METER PANEL ASSEMBLY |

769-5278- 001913499
	
	
	



	
	SCREWsMACHINE

P343-0035-00, 77250
	
	
	



	53555560151
	KNOB,CONTROL »PLASTIC

SAME AS EC66
	
	
	



	53102024662
	NUT»PLAIN »HEXAGON

P313-0062-00, 77250
	
	
	



	
	SETSCREW

SAME AS E067
	
	
	



	53105957154
	WASHER sLOCK

1720-02, 78189
	
	
	



	53556801357
	KNOB,CONTROL ,PLASTIC

SAME AS N185
	
	
	



	53102024662
	NUT PLAIN» HEXAGON

SAME AS HU48
	
	
	



	53102617717
	SETSCREW

SAMF AS E067
	
	
	



	53105957154
	WA SHER LOCK

SAME AS HU50
	
	
	



	66250202399
	METER sCURRENT

196252165092
	
	
	



	53108575548
	NUT,SELFLOCK ING,HEXAGON

SAME AS N188
	
	
	



	
	SCREWsMACHINE

SAME AS N189
	
	
	



	53556167669
	KNOB

SAME AS N440
	
	
	



	
	SETSCREW

SAME AS N441
	
	
	



	53557683974
	KNOB

SAME AS HR59
	
	
	



	
	SETSCREW

SAME AS 0393
	
	
	



	53551447119
	KNOB

SAME AS HR61
	
	
	



	53557687425
	KNOBsLOCK

ING» MIXERS

SAME AS B033
	
	
	







SECTION IV ~ REPAIR PARTS FOR ORGANIZATIONAL MAINTENANCE (CONTINUED)













	FEDERAL
	DESCRIPTION
	
	QTY |15-DAY ORGANIZATIONAL
	MAINTENANCE ALW.
	
	ILLUSTRATIONS

(b)



	STOCK

NUMBER
	Reference Number & Mfr Code-
	US

tare sia
	
	
	;
	arene

ITEM NO.




	
	58202522331 | POWER SUPPLY,PP-6290/TRC

77 7-1878-001 13499
	
	
	
	
	



	
	SCREW» TAPPING, THREAD FORMING

SAME AS IH63
	
	
	
	
	



	
	59208942387 | FUSE,CARTRIDGE

FO2B125V3AS, 81349
	
	
	
	
	



	
	XVIII

MODIFIED SHELTER GROUP
	
	
	
	
	



	
	SHELTER, MODIFIED

793-0477-001 513499
	
	
	
	
	



	
	XIX

TELEGRAPH TERMINAL GROUP
	
	
	
	
	



	
	770-5088-01 513499

TELEGRAPH TERMINAL ASSEMBLY
	
	
	
	
	



	
	SCREWsMACHINE

SMC 438772580063
	
	
	
	
	



	
	59208942387 | FUSE sCARTRIOGE

FO028125V3AS,_ 81349
	
	
	
	
	



	
	KNOB

SAME AS JK67
	
	
	
	
	



	
	KNOB

SAME AS JK67
	
	
	
	
	



	
	XX

TELEPHONE TERMINAL GROUP
	
	
	
	
	



	58054002606 |
	TERMINAL

» TELEPHONE » TA-833/TRC

777-1877-001 513499
	
	
	
	
	



	
	58204558017 | CHANNEL MODEM,30P2-1MX

522-5054-034 513499
	
	
	
	
	



	
	58204558019 | CHANNEL MODEMs30P2-2MX

522-5055- 034513499
	
	
	
	
	



	
	58058806881 | CHANNEL MODEM,30P2-3MX

522-5056-034,13499
	
	
	
	
	



	
	58204915260 | CHANNEL MODEM, 30P2-4MX

§22-5057- 234913499
	
	
	
	
	



	
	58204915261 | DEMODULA TOR » SUBGROUP 934F1—-MX

522-5524-003 513499
	
	
	
	
	



	
	53058961040 | SCREWsMACHINE

SAME AS JO74
	
	
	
	
	



	
	53058961040 | SCREW,MACHINE

SAME AS JOT4
	
	
	
	
	



	
	53058961040 | SCREW»MACHINE

SAME AS JOT4
	
	
	
	
	







SECTION IV REPAIR PARTS FOR ORGANIZATIONAL MAINTENANCE (continue)















	FEDERAL
	
	
	Ty |15-DAY ORGANIZATIONAL
	
	MAINTENANCE ALW.
	
	| (a)
	ILLUSTRATIONS

it)



	STOCK

NUMBER
	DESCRIPTION

Reference Number & Mfr Code
	USABLE ON

CODE
	(a)
	(b)
	(c)
	(d)

51100
	FIG

NO. "|
	_|

ITEM NO.

OR REFERENCE

DESIGNATION




	
	53058961040 | SCREW»MACHINE

SAME AS JOT4
	
	
	
	
	
	
	



	
	COVER

SAME AS JO73
	
	
	
	
	
	
	



	
	53058961040 | SCREWs,MACHINE

'

SAME AS JO74
	
	
	
	
	
	
	



	58204881145 |
	MODULATOR

» SUB-GROUP » 35H1 -MX

522-5523- 003 913499
	
	
	
	
	
	
	



	
	59202847494 | FUSE,CARTRIDGE

FO 2A 250V3-4AS, 81349
	
	
	
	
	
	
	



	
	58202354515 | POWER REGULATOR 12D5-MX

77 7- 1923-001 913499
	
	
	
	
	
	
	



	
	59208779934 | FUSE,CARTRIDOGE

FO2A250V3AS,» 81349
	
	
	
	
	
	
	



	58202354514}
	PRIMARY FREQUENCY SUP,62Y1-1MX

758-5181-001,13499
	
	
	
	
	
	
	



	
	62401557838 | LAMP. INCANDESCENT

MS 25237-327, 96906
	
	
	
	
	
	
	



	
	58204915263 | SELECTOR »CARRIER »61LA2-1MX

75 8- 5180-001 513499
	
	
	
	
	
	
	



	
	58204915264 | SELECTOR ,CARRIER s61LA2-2MX

75 8-5180-003 513499
	
	
	
	
	
	
	



	
	58204915265 | SELECTOR CARRIER »61A2-1L0MX

758-5180-019413499
	
	
	
	
	
	
	



	
	58201413929 | SIGNALING/TERMINATION UNIT

522-5396-004513499
	
	
	
	
	
	
	



	
	58201413929 |} SIGNALING/TERMINATION UNIT

SAME AS NQOB8
	
	
	
	
	
	
	



	
	58201413929 | SIGNALING/TERMINATION UNIT

SAME AS NQO8
	
	
	
	
	
	
	



	
	58201413929 | SIGNALING/TERMINATION UNIT

SAME AS NQO8
	
	
	
	
	
	
	







SECTION v- INDEX-FEDERAL STOCK NUMBER CROSS REFERENCE TO INDEX NUMBER



SECTION v. INDEX-FEDERAL STOCK NUMBER CROSS REFERENCE TO INDEX NUMBER (continueD) f

SECTION - INDEX-FEDERAL STOCK NUMBER CROSS REFERENCE TO INDEX NUMBER (contiNuUED)











	FEDERAL

STOCK

NUMBER
	INDEX

NO.
	FEDERAL

STOCK

NUMBER
	INDEX

NO.
	FEDERAL

STOCK

NUMBER




	5829-141-3929
	NQ98
	5320-256-4923
	4029
	5920-235- 9358



	5329-141-3929
	NS52
	5 820-856-4924
	M945
	5920-235-8358



	5220-141- 3929
	NS53
	5820- 856-4924
	T371
	5920-235-8358



	5320-141-2929
	NS56
	5820-856-7697
	1128
	5920-2 25-8353



	5820-235-4514
	NG60
	5820- 857-992)
	2827
	5920-2 35-3353



	5B 290-235-4515
	NG38
	5820- 857-9925
	2835
	5920-2 35-8358



	53 20-252-233)
	JO77
	5820- 857-9927
	21353
	5920-280-4465



	58 20-252-2332
	IL50
	520-935-0112
	H176
	5920-290-4465



	5 820-252-2327
	JGS8
	5920-060-2424
	1035
	5920-280-4465



	5820-436-1587
	JHOL
	5920-060-2424
	1036
	5920-280-4455



	5820-455-8017
	LJ73
	5920-060-2424
	1037
	5920-280-4465



	5820-455-8019
	LVR6
	5920-060-2424
	1038
	5920-280-4465



	5®20-488-1145
	NE67
	5920-060-2424
	1039
	5920-280-4465



	5 820-491-5760
	MR26
	5920-060-2424
	1040
	5920-280-4465



	5820-491-5261
	NCO8
	5929-060-2424
	1041
	5920-280-4455



	5820-491-5263
	NK44
	5920- 060-2424
	1042
	5920-280-4465



	5 820-491-5264
	NM32
	5920-060-2424
	1043
	59?0-280-4465



	5 820-491-5265
	NN20
	5920-060-2424
	1044
	5920-280-4465



	5820-586-4912
	M944
	5920-060-2424
	$484
	5920-280-4465



	5820-586-4913
	T7370
	5920-060-2424
	$485
	5920-280-4465



	5 820-805-3893
	B883
	5920-060-2424
	Y914
	§920-280-4465

"



	58 20-823-2983
	$734
	5920-060-2424
	Y915
	5920-280-4465



	5 820-823-2983
	2362
	5320-060-2424
	2526
	5920-280-4465



	5 820-823-5647
	0728
	5920-2 34-9493
	H946
	5920-280- 4465



	5820-823-5972
	53522
	5°20- 235-8353
	A474
	5920-280-4465



	§ 820-852-9933
	AA22
	5920-2 35-8358
	A475
	5920-2 80-4465



	5 820-856-4914
	CF9O7
	£920-235-8358
	C185
	5920-280-4465



	5 820-856-4914
	DN44
	5920- 235-8358
	C186
	5920-280-4465



	5820-856-4914
	EM90
	5920-235-83538
	C379
	5920-280-4465



	5 820-856-4916
	1224
	59 20-235-8358
	C380
	"5920-280-4465



	5820-856-4917
	S486
	5920-2 35-8358
	DM33
	5920-280-4455



	5820-856-4918
	2814
	5920- 235-3353
	DM 34
	5 920-280-4465



	5 820-856-4922
	9384
	59 20-235- 8358
	EP78
	5920 -280-4465



	5820-856-4922
	Vv309
	5920-2 35-9358
	EP79
	5920-280-4465







SECTION Vv. INDEX-FEDERAL STOCK NUMBER CROSS REFERENCE TO INDEX NUMBER (continuED)











	FEDERAL

STOCK

NUMBER
	INDEX

NO.
	FEDERAL

STOCK

NUMBER
	ee

INDEX

NO.
	FEDERAL

STOCK NUMBER




	5920-280-4465
	HOR
	5920- 280-9329
	C384
	5920-2 84-6804



	'5920-280-4465
	H990
	5920-289-9320
	0M 38
	5920-284-6 80%



	5920-280-4465
	H991
	5920- 280-9320
	0M39
	5920-284- 6804



	5920-280-4465
	H992
	5920- 280-9320
	EP 83
	5920-284-680%



	5920-280-4465
	H993
	§920- 280-9320
	EP 84
	55 20-284- 6804



	5 920-280-5010
	BR39
	5920-280-9329
	H390
	5920-284-6804



	5920-280-5010
	BEI}
	§920-280-9320
	$486
	5920-284- 6804



	5920-280-5010
	BGR3
	5920- 280-9320
	T099
	5920-284- 6804



	5920-280-5010
	H384
	6920-280-9220
	Y916
	5920-2 84-6804



	5920-280-5010
	H885
	5920-280-9329
	E524
	5920-284-6 904



	5920-280-5010
	H886
	5920- 281-0224
	H954
	5920-2 84-6804



	5920-280-5010
	H887
	5920-281-0224
	4955
	592-284-749



	5920-280-5010
	H388
	6920-281-0224
	4956
	§ 920-284-9493



	5920-280-5010
	H389
	5920-281-0224
	H957
	5920-284-9493



	5920-280-5010
	H890
	5920-281-0224
	4958
	5920-284-9493



	5320-280-5010
	H89}
	5920-281-0224%
	H959
	5 920-284-9493



	5920-280-5010
	H89?
	§920-231-0224
	H960
	5920 -284-9493



	5920-280-5010
	H293
	5920-281-0224
	H96)
	5920-284-9493



	5920-280-5010
	H894
	5920-281-0224
	4962
	5920-284-9492



	5 920-280-5010
	H8°5
	5920- 281-0224
	4963
	5920-284-9493



	5920-280-5010
	H896
	5920-281-0224%
	HI64
	5920-284-9493



	5920-280-5010
	H897
	5920-281-0224
	H965
	5920-284-9493



	5920-280-5010
	HOR
	5920-281-0224
	H966
	5920-296-0529



	5920-280-5010
	H899
	59 20-281-0224
	H967
	5920-296-0529



	5920-280-5010
	H900
	5929-281- 022%
	H968
	3920-296-1526



	5920-239-5010
	H901
	5920-233-0224
	H969
	5920-296-1526



	5920-280-5010
	H902
	5920-281-022%
	4970
	5920-474-6125



	5 920-280-5010
	4903
	5920-281-0224%
	H971
	5920-474-6125



	5920-220-5019
	T096
	5920-232-9224
	H972
	5920-4 74-6125



	-§920=280-5010
	1524
	5920-281-022%
	H97T3
	5920-474-6125



	5920-280-5031
	£032
	5929-28)-0224
	1978
	5920-474-6125



	5920-280-9320
	C190
	5920-224-6804
	F034
	5920-474-6325



	5920- 280-9320
	C191
	5920-284-5304
	E035
	5920-474-6125



	5920- 280-9320
	6383
	59290-234=-5R04
	1045
	5920-474-6125















	FEDERAL

STOCK

NUMBER
	INDEX

NO.
	FEDERAL

STOCK:

NUMBER
	INDEX

NO.
	FEDERAL

STOCK

NUMBER




	5920-474-6225
	1021
	5920-850-6691
	Y918
	5920-879-3570



	5920-474-6125
	1022
	5920-850-5691
	¥919
	5929-879-3570



	5920-474-6125
	1023
	5920-850-5691
	2528
	5920-879-3570



	5920-474-6125
	1024
	5920-877-9934
	A477
	5920-879-3570



	5920-950-6091
	JJ93
	5920-8 77-9934
	A473
	5 920-879-3570



	5920-850-669)
	3B41
	£920-877-9934
	HM 33
	5 920-879-3570



	5920-850-6691
	BFI3
	5920-877-9934
	HM34
	59270-879-3570



	5920-850-6691
	8G85
	5920-877-9934
	1025
	5.920-879-3570



	3 920-850-€691
	CA13
	£920- 877-9934
	1026
	5920-879-3570



	5920-850-6691
	1055
	5920-877-9934
	1027
	5920-879-3570



	5920-850-6691
	1056
	5920-877-9934%
	1028
	5 920-879-3570



	5920-850-6691
	1057
	5920-87 7-9934
	1029
	5 920-879-3570



	5920-850-6691
	1058
	59? 0- 877-9934
	10390
	5920-879-3570



	5920-850-6691
	1059
	5920- 877-9934
	1033
	5920-879-3570



	5920- 850-6691
	1060
	5920-877-9934
	1032
	5920-894-2387



	5920-850-6691
	1061
	5920- 877-9934
	1033
	5920-894-2387



	5920- 850-6691
	1062
	5920- 877-9924
	1034
	5920-954-8459



	5920-850-6691
	1063
	5920-877-993%
	L979
	5920-954-8459



	5920-850-6691
	1064
	59? 0- 877-9924
	NG41
	5920-954-8459



	5920-850-6591
	1065
	5920-879-3570
	Crag
	5920-95 4-8459



	5920-850-6591
	1066
	5920-879-3570
	DBO
	5920-954-8459



	5920-850-6691
	1067
	5920-879-2570
	DF49
	5920-954-8459



	5920-850-6691
	1068
	5920-379-3570
	OM37
	5920-954-8459



	5920-850-6691
	1069
	5920-879-3579
	FE56
	5920-954-8459



	5920-850-6691
	1070
	5920-879-3570
	E196
	5920-954-8459



	5920-850-64691
	1071
	5920-879-3570
	EP82
	5920 -954-8459



	5920-850-6631
	1072
	59 20-379-3570
	FIOS
	5920-954-8459



	5020-850-5691
	1073
	5920-879-3570
	FMGS
	5920-954-8459



	5920-850-6691
	1074
	5920-879-3570
	H994
	5920-954-8459



	5920-850-6691
	1730
	5920-879-3579
	H995
	5920-954-8459



	5920-850-6691
	$488
	5920- 879-3570
	H996
	5920-954-8459



	5920-850-6691
	$489
	5920-879-3570
	H997
	5920-954-8459



	5920-850-6691
	$490
	5920- 879-3570
	H998
	5 920-954-8459



	5920-850-6691
	T1200
	5920-879-3570
	H999
	5920-954-8459







SECTION . INDEX-FEDERAL STOCK NUMBER CROSS REFERENCE » TO INDEX NUMBER (contiNuED)











	FEDERAL

STOCK

NUMBER
	INDEX |

NO.
	FEDERAL

STOCK

_

NUMBER

'
	INDEX

NO.
	FEDERAL

STOCK

NUMBER




	52960-188-6584
	H3790
	~§960-252-1 257
	G284
	5960-262-1357



	5960-18 38-6584
	4371
	594609-262=-1357
	€285
	5960-2 62-1357



	5960-188-6584
	H372
	5960-26 2-1357
	€286
	SVENEZE2=-1357



	5960-1388-6584
	4373
	DIH0=262=1357
	C287
	5960=262-1357



	5960-138-6584
	H374
	5950-262-1357
	C288
	5960-457-5560



	5960-188-6584
	H375
	5960=262= 1 357
	C239
	5960-457-5560



	5960-1838-6584
	1376
	5960=262= 13/57,
	€290
	5960-457-5560



	5960-188-6584
	J223
	59590=262-1 39%
	€2:91
	5960-457-5560



	5960-18 8-6584
	J224
	5960=-262-1357
	G292
	59 €0 -457-5560



	59690-188-6584
	$225
	5960-262-1357
	€293
	5760 -553-709!1



	5960-138-6584
	J226
	5940-26 2-1357
	C294
	5960-553-7091



	5969-138-6534
	J227
	5960=262=1357
	DA6?
	5$50-553-7091



	5950-13 8-6584
	J228
	5960-26 2-3 357
	DA63
	5960-553-7091



	5960-138-6584
	3259
	5960-25 2-123 57,
	EC O8
	5960-553-7091



	5960-18 8-6534
	2368
	5960-262-3 357
	FELO
	5960-553-7091



	5960-188-6584
	&185
	59 60-2 62-1357
	FFl}
	5960-553-7091



	5960-188-6584%
	R672
	5960—-262-1 357
	FFS6
	5960-553-7091



	5960-1598-6584
	R673
	5960-262-1357
	FH58
	5960-553-7091



	5960-183-6584
	U444
	5960-262-1357
	FHSS
	5960-553-7091



	5960-188-6584
	U6 86
	5960-262-1357
	HM? 7
	5960-553-7091



	5960-188-65 24%
	W793
	5960-262-1357
	H367
	5960-553-7091



	5960-18 8-65284
	X616
	5960-262-1357
	0552
	5960-578-1652

~



	5960-138-6584
	Y105
	5960-262-1 357
	Q3266
	5960-578-1 652



	5960-1 38-6584
	v106
	5960-262-1357
	9367
	5960-605-9192



	5960-237-69)7
	R186
	5960-262-1357
	R183
	5960-605-9192



	5969=23,7-6917
	X617
	5960-262-1357
	R184
	5960-61 7-3541



	5960-2461-1357
	J358
	5960 =262—1 35if,
	R671
	5960-61 7-3541



	5960-=261-1357
	13.59
	5960-262-1357
	W443
	5960-617-3541



	BI 60=262—1.3'57
	£470
	5960-262-1357
	U442
	SI60RI6V1=3547



	5960-26 2-1357
	B584
	5960-262-1357
	443
	5960-61 7-354],



	5960=262—1.357
	B635
	5960-262-1 357
	U976
	5960-61 71-3541



	5950-262-1357
	R6B6
	5960 -262-1357
	W794
	5960-617-3541



	5960-262-1.357
	CY60
	5960 -262-1357
	W792
	5960-617-3541



	29 6CO=252—3.357
	C283
	5960-262-1357
	X614
	5960-617-354]1







SECTION V- INDEX-FEDERAL STOCK NUMBER CROSS REFERENCE TO INDEX NUMBER (contTiNUED)












	FEDERAL

STOCK

NUMBER
	INDEX

NO.
	FEDERAL

STOCK

NUMBER
	INDEX

NO.
	FEDERAL

STOCK

NUMBER
	INDEX

NO




	5960-61 7-3541
	J060
	6210-951-9983
	CJ54
	6210-951-9983
	4820



	5960-617-3541
	JO62
	6220-951- 9983
	CJ55
	6210-951-9983
	4821



	5960-617- 3541
	5062
	6210-951-9983
	C56
	6210-951-9983.
	S511



	5960-624-4718
	4377
	6210-951-9983
	C403
	6210-951-9983
	$512



	5960-624-4713
	3229
	5210-951-9983
	C404
	6210-951-9983
	$513



	5960- 624-4718
	J230
	'6210-951-9983
	C405
	6210-951-9983
	$514



	5960-785- 4258
	H378
	5 210-951-9983
	DBIT
	6210- 951-9983
	$515



	59460-785-4255
	J231
	5210-951-9982
	NF63
	6210- 951-9983
	T115



	5950=879-5073
	R570
	6210-951-9983
	DNO?
	6210-951-9 983
	T116



	5960-879-5073
	Y103
	6210-951-9983
	DNO3
	6210-951-$983
	T117



	5 960-925-9183
	B3R0
	6210-951-9983
	DNO4
	6210-951-¢983
	T1118



	5 965-854-7694
	6823
	5 210-951-9983
	EJIL
	6210-951-9983
	¥940



	5965-855-7698
	1108
	5210-951-9982
	EQ47
	6210-951-9983
	Y941



	59 715-234-6473
	A002
	6210-951 -9982
	FQ4R
	6210-951-9933
	Y942



	5925-938-0375
	AQ}?
	6 210-951-9983
	EQ49
	6210-951-9983
	¥943



	5995-235-5147
	A268
	5 210-951-9983
	E087
	6210-951-5983
	¥944



	5$95-235-5147
	HK46
	6 210-951-9983
	£088
	6210-951-9983
	1543



	695-449-405)
	404?
	5 210-951-9933
	E080
	6210-951-9983
	1544



	5995-460-4055
	8034
	5 210-951-9983
	F0°0
	6210- 951-9983
	2545



	5995-460- 7295
	A038
	5210-951-9 9823
	£091
	6210-951-9983
	1546



	5695-46-11 6)
	4030
	5210-951=99823
	F113
	6210-978-3463
	2086



	5995=461-116!
	8958
	5 210-951-C9F3
	FMS9
	6210-9 78-3463
	M815



	5S 95=498- 6583
	A262
	6210-951-9982
	EX26
	6210-9 78-8453
	M316



	5995-493- 6583
	HK40
	5210-9&1-9983
	FZ10
	6229-978-8463
	4817



	5995-555-3875
	A253
	6210-951-9983
	HMR5
	6240-080-2012
	4225



	5995-555-3275
	HK36
	6210-951-9983
	HMB6
	6240-030-201 2
	M226



	§995- 855-765
	6827
	6210-951-9983
	HMBT
	6240-080-2012
	M227



	6115-3279-3991
	A910
	5230-951-9983
	4461
	6240-080-2012
	4228



	6130-441 = 913?
	$202
	6 210-951-9982
	H462
	6240-080- 2012
	M229



	62) 0- 892-4389
	CA24
	6210-951-°9982
	H463
	6240-080-2012
	M230



	6210-951-9923
	£546
	5210-951-9983
	1822
	5240-030-2022
	M223



	6219-951-9922
	A547
	6210-951 -9983
	JK7}
	€240-030- 2012
	M232



	6210-957 - 9623
	£548
	6210-951-9983
	MBL
	6240-080- 2012
	M233



	6210-951-26223
	6549
	6219-951-9983
	M319
	6240-939-27012
	M234







SECTION v- INDEX-FEDERAL STOCK NUMBER CROSS REFERENCE TO INDEX NUMBER (conrtinuED)












	
	4240-080-2701?

6249-930- 2012

52 40-030-2012

6240-030-201?

6249- 080-2022

6249-080-201?

6240- 080-2012

6240- 039-2012

6240- 080-2012

6240-030- 201?

6240-080- 2012

6240-080- 2012

6240-080-2032

6240- 030-2012

6240-080- 201?
	M235

M236

M237

M238

M239

M240

M241

M242

M243

M244

M245

M246

M267

M248

M249
	6240-080-2012

5240-089-2012

6240-080-2012

6240-080-2012

62460-080-2012

5240-080-2012

5240-155-7836

5240-155-7838

6240-155-8693

5240-155-8692

5240-155-8693

5240-1 55-8693

6240-155-8693

5240-155-8693

6240-155-8693
	M269

M270

M271

M272

M273

M274

CA2?

NI71

BQ19

RQ20

BO21

BQ22

RR31

BR32
	6240= 392-4420

6240-892-4420

6240-89 2-4420

6240= 892-4420

6240- 392-4420

6240-89 2-4420

6240-892-4420

6240- 392-4420

6240-892-4420

6240-39 2-4420

6240-892-4420

6240-392-4420

5240- 392-4420

6240-392-4420




	
	
	
	
	BR33
	6240-892-4420



	
	6?40-080-2012
	M250
	5240-155-8693
	BU}
	6240- 892-4420



	
	6240- 080-2032
	M25)
	6240-3 55-8693
	Bul2
	6 240-897-4470



	
	€240-030- 2012
	M252
	5240-155-869 3
	BUI 3
	6240- 892-4420



	
	6240-080- 2012
	M253
	6240-3 55-869 3
	BULLS
	6240-292-4470



	
	6240-080- 20! ?
	M254
	5 240-155-8693
	BV15
	6240-892-4420



	
	6240-089-201?
	M255
	6240-155-8693
	3V16
	6240- 392-4420



	
	624 9- 080-2032
	M256
	6240- 155-8693
	BV17
	6? 40- 892-4470



	
	€240-080~201?
	M257
	6240-155-8693
	3v18
	6240-892-4420



	
	6240-080-2012
	M2592
	6240- 155-3693
	BW1T7
	6240-892-4420



	
	240-080-2012
	M259
	6240-155-8693
	3W18
	6240-892-4420



	
	6240-080-2012
	M260
	6240-155—8693
	3W19
	6240-892-4420



	
	6240-080-2012
	M261
	6240-155-8693
	BW20
	6240- 892-4420



	
	6240-080-201 2
	M262
	6240-270=4732
	BR34
	6249-892-4£420



	
	6240-080-2012
	M263
	6240-892-4420
	A538
	6240-892-4420



	
	
	M264
	6240-892-4420
	4539
	6?40-892-4420



	
	6240-080-2012
	M265
	6240-892-4420
	A540
	6240-892-44629



	
	6240-080-2012
	
	6 240-892-4420
	A541
	6240-892-4420



	
	6240-080-201 2
	M266
	6240-892-4420
	CJ48
	6240-892-4420



	6240-080-2012
	6?40-080-2012
	M267
	
	CJ49
	6240-892-4420







SECTION v. INDEX-FEDERAL STOCK NUMBER CROSS REFERENCE TO INDEX NUMBER (continuED)












	ee

FEDERAL

|

STOCK
	ee,

INDEX
	ee:

FEDERAL

STOCK
	i

INDEX
	Ce

FEDERAL

STOCK
	INDEX




	6240-892-4420
	MB24
	
	
	
	



	6249-892-4490
	MB25
	
	
	
	



	62490-892-4420
	M826
	
	
	
	



	6249-392-4479
	M3827
	
	
	
	



	6240- 892-4420
	M328
	
	
	
	



	6240-892-4429
	$501
	
	
	
	



	6249-892-4420
	$502
	
	
	
	



	6240-892-4420
	$503
	
	
	
	



	6240-892-4479
	$504
	
	
	
	



	6240-892-4420
	$505
	
	
	
	



	6240-892-4470
	T107
	
	
	
	



	6240-897-4670
	T1708
	
	
	
	



	5240-892-4420
	T109
	
	
	
	



	5 240-892-4420
	TAO
	
	
	
	



	6 240-892-4420
	Y930
	
	
	
	



	6 240-892-4420
	Y931
	
	
	
	



	6 240-892-4420
	YOR 2
	
	
	
	



	£240-892-4470
	V2e3
	
	
	
	



	6 240-892-4420
	Y92?4
	
	
	
	



	6240-892-4420
	L535
	
	
	
	



	$240-892-4420
	7536
	
	
	
	



	$240-89?-4470
	LS37
	
	
	
	



	5240 -892-4420
	2533
	
	
	
	



	67?50-061-8704
	CA23
	
	
	
	



	6605 -237=-3215
	HO68
	
	
	
	



	$625 -0 20-2299
	HU55
	
	
	
	



	6625 -020-2399
	N87
	
	
	
	



	7110-855-7696
	HO044
	
	
	
	





SECTION VI. INDEX-REFERENCE NUMBER AND MANUFACTURER 'S CODE CROSS REFERENCE TO INDEX NUMBER ™ 11-5820-469-20P

TM 11-5840-169-0P SECTION VI. INDEX-REFERENCE NUMBER AND MANUFACTURER'S CODE CROSS REFERENCE TO INDEX NUMBER (CONTINUED)













	REFERENCE

NO.
	
	INDEX
	NOeo
	REFERENCE NO.
	MFG

cOD=
	INDEX NO.



	MS51 957-29
	
	A006
	
	SMB4

37 244
	80063
	A258



	MS91528-1018
	
	
	
	SMB437249
	80063
	A268



	MS$91528-102B
	
	
	
	SMB437250
	80063
	A262



	MS$91528=-1F2B
	
	
	
	SMB437 303
	80063
	A535



	MS 91528-2028
	
	
	
	SMB4

37 316
	80063
	8709



	MX-4039/TRC-80
	
	
	
	SMB4

37 383
	80063
	3033



	M2
	
	
	
	SMB437391
	80063
	0404



	M710240-3F
	
	
	
	SMB427402
	80063
	U277



	M8300CR440-35
	
	
	
	SMR437432
	80063
	A885



	M8052 448-2E
	
	
	
	SMB437439
	80063
	A944



	M2 OC RB32-3E
	
	
	
	SMB437451
	80053
	4030



	M31CR440-3E
	
	
	
	SMB437452
	80063
	4034



	MBITRE32=-3E
	
	
	
	SMB4 274523
	"80063
	4038



	M81CR832-3E
	
	
	
	SMB437454
	80063
	4042



	NE 29
	
	
	
	SMB437485
	80063
	3027



	NE 25
	
	
	
	SMB437509
	80063
	A984



	NA-3B32/TRE—30
	
	
	
	SMB4 28193
	80063
	AA22



	PK 85X45 6-4-3
	45722
	
	
	SMB438193-1
	80963
	2852



	
	
	
	
	SMR438202
	80963
	1846



	
	
	
	
	SMB438839
	8006 3
	4007



	P213-0062-00
	77250
	
	
	SMB438862
	80063
	3023



	P243-0024-00
	77250
	
	
	S¥C436573
	89063
	CF6l



	P343-0035-00
	77250
	
	
	SMC427322
	80063
	3346



	SB-1564/TRC-380
	
	
	
	SMC 437 382
	80063
	3024



	6B 434554!
	80062
	
	
	SMC 437505
	80063
	v200



	SMB435677
	800623
	
	
	SMC437965
	80063
	AV25



	S4B42669"
	30063
	
	
	SMC 428308
	89063
	1964



	SMB4325706
	890463
	
	
	SMC428399
	80063
	3708





T™ 11-5820-169-20P SECTION VI. INDEX -REFERENCE NUMBER AND MANUFACTURER'S CODE CROSS REFERENCE TO: INDEX NUMBER (CONTINUED)












	REFERENCE

NO.
	MEG

CODE
	INDEX

NOe
	REFERENCE NO.
	WEG

CODE
	INDEX NO.w



	SMC438402
	80063
	H028
	SMD457801
	80063
	CE 84



	SMC 438446
	80063
	6809
	SME4380% 2
	80063
	2950



	SMC 438739-2
	80063
	F086
	SME4 3801 2-2
	80063
	1956



	$MC433739-3
	80063
	A546
	SS52

O71 CADPL
	83058
	R034



	SMC438 739-3
	80063
	JK7}
	S012
	97971
	Z809



	S4C 438772
	80063
	LF13
	TH5TG
	80058
	4118



	SMC4 39786
	80063
	NI 87
	TR78244
	20019
	4012



	SMC423337
	80063
	U551
	X201
	96508
	2807



	SMC 439842
	80063
	A003
	X1020
	96508
	2808 |



	SMC 433847
	80063
	H155
	727M02416-0053
	49367
	A002



	SMC 433843
	80063
	HI71
	0-937/TRC-80
	
	CF9T



	SMC 438890
	80063
	HI57
	OB2WA
	81349
	H377



	SMC 4389391
	80063
	H164
	10372
	82872
	1108



	SMC438392
	80063
	A004
	1142
	03508
	BQ19



	SMC433.918
	80063
	AOL}
	1284
	82219
	4378



	SMD426519
	80063
	78190
	125-0001-082
	13499
	A009



	SMD43€522
	80063
	2825
	162-0933
	72619
	CA24



	5MD436554
	80063
	6327
	162-8430-09-502
	72619
	CA23



	SMN437538
	30063
	N130
	1734-05
	78189
	N674



	SMD437715
	80063
	2826
	1720-02
	78189
	HU50



	SMD4£37867
	80063
	S522
	196252
	65092
	4U55



	540433090
	80063
	ASB}
	232-11 5462
	49956
	F624



	SMD433147-4
	80063
	2926
	24-7705
	82090
	A533



	540438184
	80063
	2353
	281-0071-000
	76473
	JK67



	54D438215
	89063
	2235
	291-811 3-000
	13499
	2569



	50433229
	80063
	AL02
	308NR
	03508
	BR34



	SMN4 38259
	80063
	Z827
	328-001 8-000
	08664
	P285



	S40 438886
	80063
	A821
	330-2887-000
	78189
	JI 74
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	REFERENCE

DESIGNATION
	INDEX

NO.

———|
	REFERENCE

* DESIGNATION
	INDEX

NO.
	REFERENCE

DESIGNATION




	MPT
	9769
	ye
	R134
	V4



	MP7
	VL94
	vy?
	RS5T7i
	V4



	MPR
	B027
	v?
	U441
	V4



	MP8
	O77]
	v?
	U°79
	v5



	MPA
	V196
	V2
	V659
	V5



	MP9
	0772
	V2
	W269
	V5



	MP18
	A533
	v2
	W792
	v5



	MP19
	A535
	v2
	X615
	V5



	MP 2}
	A384
	Vv?
	Y104
	V6



	M2223
	AI44
	7

V3
	8685
	V6



	MP127
	2307
	V3
	H J33
	V6



	MP128
	2308
	v3
	055?
	v7



	MP129
	2309
	v3
	P232
	VB



	v1
	A471
	V3
	P844
	v103



	v1
	B587
	V3
	Q367
	viol



	v1
	0259
	V3
	R186
	V102



	vq
	0554
	V3
	R670
	v102



	vi
	P230
	v3
	US42
	Vv103



	v1
	P342
	v3
	UITT
	V103



	v1
	Q366
	V3
	V560
	Vv 201



	v1
	R133
	V3
	W270
	v202



	v1
	R675
	v2
	W793
	v202



	v1
	U444
	v3
	X51 7
	v202



	vi
	US86
	v2
	Y103
	V203



	VI
	97a
	V4
	B586
	V203



	v1
	V658
	V4
	HJ39
	v303



	vi
	W268
	V4
	9552
	v302



	'vi
	W791
	V4
	p233
	V401



	v1
	X61%
	V4
	P 345
	V401



	Vi
	Y108
	V4
	Q369
	V402



	v2
	A470
	V4
	R187
	v402



	v2
	86 3%
	V4
	R572
	Vv 750



	v2
	0555
	V4
	U443
	Vv 750



	v2
	p22}
	V4
	U97T6
	V751



	v?
	P843
	V4
	V661
	wl



	v2
	Q368
	V4
	W271
	W2
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	REFERENCE

DESIGNATION
	INDEX

NO.
	REFERENCE

DESIGNATION
	INDEX

NO.
	REFERENCE

DESIGNATION




	1A36V5
	J227
	1A380S29
	M244
	LAZ8H1



	1A36V6
	J228
	3A339S21
	M245
	TA3BMP9T



	YA36V7
	J231
	*4£23N622
	M246
	14284P98



	1A36V8
	
	1A380623
	
	1A38MP99



	TA36VS9
	J229

J230
	YA38DS 24
	M247

M248
	LA3BAG



	1436A70S*
	1320
	143280825
	M249
	143999?



	LA26A7DS 14
	1322
	1A380S26
	M250
	TAB9DSIA



	TAZ6AN7MPI
	1818
	1438 DS 27
	M251
	1839S?



	LA36A7MP2
	1319
	1A380S28
	M252
	1A39)S24



	TA3748 SMPI
	J327
	1A38DS$29
	M253
	346399S$3



	TA37TA GMP]
	5343
	1A38DS 30
	M254
	18399534



	LA37A TMP]
	J36)
	1438 DS 31
	M255
	YA390S4



	TA374 BMP 2
	J368
	1A38DS 32
	M256
	1A399S44



	1 437A 9H?
	J382
	1438 DS 33
	M257
	1A290S5



	YA27A 9MP2
	J383
	1A380S 34
	M258
	34399554



	LA3TALQMP2
	J398
	1A389S835
	M259
	1439986



	1A38
	5486
	1A 38 DS 36
	M260
	1A399S6A



	142898)
	M225
	JA380S 37
	M261
	1A39)9S7



	YA38DS2
	M226
	1A38DS 38
	M262
	VASSIS TS



	14389S$3
	M227
	1A38DS39
	M263
	TA39F%



	1838954
	M228
	1A38DS40
	M264
	YA39F2



	1A380S5
	M229
	1A380S41
	M265
	VAZ9MPT



	14389S6
	M239
	1A3898 42
	M266
	LAZ9MPB



	LA38DS7
	M231
	1A380S43
	M267
	YAG5A1



	1433988
	M232
	1A380S8 44
	M268
	LA46ALCPI



	1A389°9
	M2 33
	274380845
	M269
	LA4641H?



	14380S810
	M234
	1A380S46
	M270
	TAGBAIMPS



	1A389S11
	M235
	14380847
	M271
	1A446A2



	14389812
	M236
	1A380S48
	M272
	1A46A3



	1A380$13
	M237
	1A38DS49
	M273
	TA46A4



	1A38DS14
	M233
	1A38DS50
	M274
	TA46A4V)



	1A389S15
	M239
	LA38F1
	L978
	1TA46A4V2



	14389816
	M240
	JA38F2
	L979
	LA46A4V3



	YA38DS1LT
	M241
	LA238F 3
	L977
	LA47



	TA389S18
	M242
	YA38H1
	M203
	LASTAL



	LA38DS19
	M243
	143841
	M205
	LA4TAZMPS
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	REFERENCE

DESIGNATION
	INDEX

NO.
	REFERENCE

DESIGNATION
	Pca

INDEX
	a

REFERENCE

DuDESIGNATION ss
	INDEX

sights




	AYA5A2MP1
	2926
	A3
	T605
	AgVs
	A093



	ALAB
	2950
	a3
	U466
	ASA1FI
	LG20



	AI48B1
	2964
	A3H1
	0779
	ABLIMP9
	L629



	AYABMP3
	2956
	A 3H2
	N190
	A8ALMP10
	L630



	\TABA2ZA3A4A)
	AAQ?
	A3H2
	T607
	AQ
	L698



	AYABA2A5
	AA22
	A3H2
	T4509
	AQMP)
	B346



	ATASA2ZA5MPL
	AA23
	A3H2
	Toll
	AOMP2
	B349



	ALABA3ATA3MP1L6
	AABL
	A3H3
	NLE3
	AQMP 3
	B352



	A2TQ8A 3A1A3HG
	AA82
	A3H3
	N1L89
	AOMP3
	8355



	A?
	HS81
	ABML

~
	N1 87
	A9v1
	- B306



	O21
	N810
	A3MP}
	N13}
	AQV2
	B307



	A 2H2
	HX34
	A 3MP}
	0773
	AQV3
	B308



	82H2
	N312
	A3MP1
	7606
	AQV4
	B309



	A24P?
	B033
	4 3MP2
	N182
	AQA2
	LJ73



	AQMP 2
	U237
	A 3MP2
	|

7503
	AQA3
	LV86



	A2MP3
	N309
	A3MP3
	N185
	AIAG
	MG61



	A2MP3
	U239
	4 3MP2
	T610
	ASAS
	MR36



	A2MP4
	HX33
	A3A4
	v200
	AIAG
	NCO8



	B2MP4
	N811
	AG
	JG93
	AQABH2
	ND 63



	A2MP17
	U277
	A5
	8709
	|

LOABH2
	NIE S



	A2Al
	V198
	B5
	JHOL
	AQABH?
	N67



	A2A1HB
	HI46
	ASFL
	JJ93
	AOABH2
	NQ69



	A2ALA5
	HJ45
	A5N60S1
	SK59
	AQABHG
	NO71



	A2A2
	v203
	A5A 663
	JKT!
	LOARMPT
	NI70



	A2A2A1
	v204
	ASA AMP).
	JK67
	A9A10
	NE6T



	A2A3H2
	1B28
	A 5A 6MP2
	JK63
	AQALIFY
	"

NG29



	A2A3H2
	1821
	Mb
	JO77
	AQAL2
	NG38



	A2A3MPT7
	1327
	A6FL
	JP37
	AQAL2F1
	NG41



	A2A3MP8
	1329
	N6H4
	JP25
	AGAL3
	NG60



	A2LR3MP9
	1330
	AT
	P93
	AQAL3DS1
	NI71



	AZATH2
	HZ02
	48
	LFi2
	AQALS
	NK44



	A2ATMPG
	HZ 01
	ABV3
	A088
	AQALS
	NM32



	A2ATMPS5

'
	HZ 03
	NB8V4
	A089
	AQALS
	|

N920



	£3
	IC41
	A8V5
	A090
	AQALT
	NQ08



	A3
	IL50
	\BYSH
	AQ9!
	AQALS
	NS 52



	A3
	N180
	A BVT
	A092
	AQA19
	NS 53
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By Order of the Secretary of the Army:

CREIGHTON W. ABRAMS General, United States Army Official: Chief of Staff

VERNE L. BOWERS Major General, United States Army The Adjutant General


Distribution:

To be distributed in accordance with DA Form 12-51 (qty rqr block No. 450) organizational maintenance requirements for AN/TRC-80.
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